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GENERAL PREFACE. 



Thebe is not the necessity which would have existed a 
few years ago to write a few words explanatory of graphical 
methods of analysis, and to urge their accuracy, convenience, 
and adaptability to aU types of structure. If, however, some 
readers now glance at such subjects for the first time, it will be 
suflScient to point out, that, as forces may be represented by 
straight lines of definite magnitude and direction, the same 
operations which are performed by mathematical analysis may 
be more easily carried out by geometrical construction upon 
the drawing-board ; and, as the whole system is founded upon 
the parallelogram of forces, the results deduced by a brief 
chain of reasoning are theoretically accurate, and only depend 
for their numerical exactness upon the scale of the diagrams, 
and the care with which they are drawn. Any draughtsman 
who gives the method a fair trial, and then takes the trouble 
to compare the results with those obtained by mathematical 
formulae, will be surprised to see how closely the two agree. 
The difference is much less than can be taken account of in 
designing the proportions of the several parts of the structure. 
The simplest tools alone are needed, — drawing-board, T-square, 
triangles, and scale. 
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This work is intended for office use by any designer who 
may have occasion to prepare plans for a structure intended to 
support a load above any opening, — a roof, or bridge-truss, or 
an arch, — of any type, span, and distribution of load. It is 
also hoped that these three parts may be found serviceable as 
a text-book for engineering and architectural students, and 
may aid in clearing away some of the obscurity which is 
apt to surround certain parts of the subjects treated in the 
following pages, especially those of continuous bridges and 
arches. From his own experience as an engineer and as an 
instructor, the author has been led to go more into detail than 
an ordinary expansion of the methods would require, and in 
some cases to repeat what has been explained earlier ; for hQ 
has found that both the practical man, taking up the subjects! 
at intervals as required for use, and the student, finding so 
much that is new, need a certain amount of repetition to fix 
the principles clearly in mind. It will be found that students 
generally gi*asp readily,' and evince a strong liking for, graphi- 
cal methods. Mathematical and graphical analysis go well 
hand in hand, the latter aiding the student to more clearly 
apprehend the meaning of the former. Indeed, the mathe- 
matical formulsB may be, if desired, deduced directly from the 
diagrams. If sufficient time is allowed between the class-room 
exercises for the construction in the drawing-room of problems 
suggested by the text, the results accruing from this study will 
be most satisfactory. 

Some special remarks in regard to subjects treated will be 
found prefacing the several parts. 

C. E. G. 



PREFACE TO PART IL 



The general method of analysis called " The Method by Area 
Moments," which is the foundation of the following pages, was 
first printed in 1874 in "Graphical Method for the Analysis 
of Bridge-Trusses," &c., having been discovered and taught by 
the author the year preceding. Part I., discussing roof-trusses, 
was founded upon what is known as Professor Clerk-Maxwell's 
method of drawing diagrams, and has little which is original, 
except the carrjdng-out of details. It is thought that Part II. 
will be found to contain much which is new, and, it is hoped, 
valuable. That this part is not a second edition, and simply a 
reprint, of the book above referred to, will be seen, when it is 
noticed that there is more than twice the amount of text, and 
sixty-three in place of fifteen illustrative figures. Chapter III. 
is devoted to an analysis of various types of trusses with hori- 
zontal chords having single systems of bracing, and is almost 
all new. The treatment of multiple systems of bracing, com- 
prising Chapter IV., is entirely new. The construction for the 
bowstring girder, and the chapter on deflection of beams, are 
here introduced for the first time : partially continuous trusses 
and pivot-draws, with turn-table tipping or stable, have also 
been added. 

5 
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As it is now four years since this method of area moments 
for the analysis of continuous girders was first given to the 
public by the author, and as no statement that such a method 
can be foimd in any other place has appeared, the author feels 
warranted in putting forth a claim for priority of discovery and 
originality. The attention of the reader is asked to the 
extreme simplicity and the generality of the formulas here 
deduced for pier moments in continuous girders and draw- 
spans, and to the facility and brevity with which all the usual 
formulae of the text-books, simple or intricate, for the slope 
and deflection of beams of one or more spans, are derived 
without the use of the integral calculus, as usually understood. 
These results have never been obtained, to our knowledge, in 
this way before. If the reader knows the position. of the 
centre of gravity of a triangle, he need here accept nothing on 
faith. Following this investigation, it will be seen that the 
Three Moment Theorem in its special and general forms is de- 
duced directly, from the equation of Area Moments by simple 
substitution. The truth of all these formulae is now for the 
first time made clear to the reader who has no knowledge of 
the higher mathematics. Indeed, it may not be amiss to state 
that all the propositions here advanced may be understood hy 
one who possesses a very moderate knowledge of mathematics 
and mechanics. 

The endeavor has been made to take nothing for granted : 
hence graphical proof has been offered in regard to the extent 
of load which produces maximum bending moment and maxi- 
mum shear, in regard to the effect of inclination of chords on 
web-stresses, in regard to absence of stress in the braces of 
the parabolic girder, &c. Some minor points will be found to 
possess novelty : prominent among these is the construction for 
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web-stresses in the bowstring, parabolic truss, which will be 
found to be extremely simple in application. Whether the 
special constructions for trusses with multiple systems of bra- 
cing will be useful or not, depends upon the frequency with 
which they are needed : some of them are thought to be ele- 
gant ; they are all short in construction. The method here set 
fortt of drawing the line which limits the maximum shear 
ordinates in a single span truss, and which was given in the 
former edition without proof, is here shown by a mathematical 
demonstration to be theoretically exact.* A simple and con- 
venient diagram for the effect of a locomotive, or a load of 
greater than average intensity, is inserted. Very many of the 
details are thought to be new, and a comparison is invited for 
accuracy and brevity between these constructions and those 
found in other books. 

The author would also ask a candid comparison of his 
method of Area Moments with the German method, as a means 
of solving problems in continuous girders, believing that, for 
the small number of operations, and hence simplicity and 
accuracy, as well as comprehensiveness, it will be found at least 
equally convenient. 

The attempt has been made, by the use of capitals for the 
lettering of the trusses, accented capitals for the moment dia- 
grams, small letters for the shear diagrams, and numerals for 
the load line, &c., to render a reference to the several diagrams 
of each figure easy. 

Part III., on arches of all types, is in an advanced stage of 
preparation, about one-half of it having been once already in 



1 This demonstration in its essential features, as here given, was the work of 
Mr. Charles A. Marshall, at the time a student in the University of Michigan. 
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type, and will follow this part during the coming season. It is 

hoped that it will be found equally simple and intelligible with 

the previous parts. 

C. E. G. 

Ann Abbo&i Mich., July 6, 1876. 
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CHAPTER L 



INTRODUCTION. 



1. Triangto of Forces. — We know, from one of the funda- 
mental theorems of mechanics, that, if three forces not parallel 
act upon a body and are in equilibrium, their directions must 
intersect at a common point, and that these forces must be 
proportional to the sides of a triangle drawn parallel to their 
directions ; and that, conversely, if three forces are parallel to 
the three side, of ..y trianglefand proporUonal in magnitude 
to the same sides, with the direction of the several forces taken 
in the order obtained by passing over the sides of the triangle in 
succession, these three forces applied at one point must be 
in equilibrium. . 

If the weight W, Fig. 1, be hung from two points, A and B, 
by the cords A C and C B, we may find the pull or tension on 
each of the cords by drawing a vertical line a 6, equal, by any 
convenient scale, to the given weight W, and then drawing the 
lines a c and 6<?, from the extremities of a 5, parallel to A C and 
B C, intersecting at c. Then will, a c? and b c represent, by the 
same scale by wliich W was laid off, the pull on the cords A C 
and B C The arrows on the cords represent the directions of 
the stresses relatively to the point C, and the arrows on the tri- 
angle ahc must follow one another in order round the triangle. 

15 
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If W and the two forces I c and c a had been given, we might 
have reversed the problem, and have found the direction and 
length of two cords, which, while supporting W, would have 
exerted the given tensions on the points A and B. As it is 
possible to draw any number of triangles on the line a 6, we 
may have a like number of arrangements of cords, from A and 
B, to carry W. 

2. Equilibrinm Polygon; Stress Diagram. — If we have 
several weights suspended from the points A and B, Fig. 2, 
by means of a cord whose weight is either neglected, or con- 
sidered as included in the given weights, we may find the 
tensions in the several portions of the cord by successive appli- 
cations of the above process. The weight at C is balanced by 
the tensions of A C and C D, and a triangle of forces may be 
drawn for the point C. Next, taking the weight Wo, and the 
tension, just found, in C D, we may draw a triangle for the 
point D. 

But since, when we draw a triangle for each loaded point, 
each portion of the cord wiU be represented by a side in two 
of the triangles, and since all of the triangles will have one 
vertical side, they may be brought together into one figure by 
the following construction : Draw a vertical line 1-2, and lay 
off on the same, Wi = 1-3, Ws = 3-4, W3 = 4-5, and W4 = 6-2. 
Draw 1-0 parallel to A C, and 2-0 parallel to B F ; connect the 
point of intersection with the other points of division on the 
vertical line: then will 1-0, 3-0, 4-0, 6-0, and 2-0 be equal 
to the stresses in A C, C D, D E, E F, and F B ; and the portions 
of the cord must be parallel to the lines radiating from 0, or 
otherwise the cord will not be in equilibrium. 

The figure 1 2 is styled by many authors the force polt/ff on ; 
but we prefer to c(ill it the stress diagram^ from its analogy 
to the stress diagram of a frame. The vertical line 1-2 will be 
called the load line ; and the cord from A to B, which hangs in 
what is known as a funicular polygon^ we shall have occasion 
hereafter to designate as the equilibrium or moment polygon. 
The point is called the pole of the stress diagram. 
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3. Equilibrium Polygon for Bridge-Trusses. — If the 

weights, their horizontal distances from the point A, and the 
horizontal distance of B from A, were alone given, we might 
draw an equilibrium polygon to satisfy these conditions by as- 
suming the pole in any convenient position, drawing the 
radiating lines to the several points on 1-2, then drawing a line 
parallel to 1-0, from A, to meet the vertical through Wi, — from 
the point C, so found, drawing a line parallel to 3-0 to meet 
a vertical through Wg, — and so on; the last line parallel to 2-0 
determining the position of B, since its horizontal distance from 
A was previously given. This latter simple application of the 
method for finding an equilibrium polygon will suffice for the 
investigation of bridge-trusses which is to follow. 

4. Shearing Force. — If all of the forces which act on a struc- 
ture lie in one vertical plane, they may be resolved into hori- 
zontal and vertical components in that plane. All the external 
forces considered in this part are vertical ; viz., the weight of 
the structure, the imposed load, and the reactions of the points 
of support. If a beam or truss supported in any manner, as 
in Fig. 4 or 6, is cut by an imaginary vertical plane, we shall 
have on one side of the plane of section the resultant of all 
the external vertical forces which act upon the portion of the 
beams or truss upon that side ; and, on the other side of the sec- 
tion, another resultant of the external forces upon the second 
side : since there is perfect equilibrium, these two resultants 
must be equal and opposite to one another. As it is proved in 
mechanics that a force at any distance from a given point is 
equivalent, so far as its action in regard to that point is con- 
cerned, to the same force at the point and a moment equal to 
the product of the force by its perpendicular distance from the 
point, the two resultants above will, in the first place, give the 
two equal and opposite forces at the section, represented by 
the arrows in the panel A C D B of Fig. 3. These forces tend 
to move the two sections of the beam or truss in opposite direc- 
tions; and there must be a resisting stress in the fibres of the 
beam at the section, or a brace in the panel of the truss, to 
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prevent the, movement. From the nature of the movement, this 
stress is called a ihearing stress; and, as it must be equal to the 
resultant of vertical forces on one side of the plane of section, 
this resultant is usually styled the shearing force or shear at the 
section : it is positive on one side of the section, and negative 
on the other. 

A reference to the panel A C D B of Fig. 3 vidll, we think, 
enable the reader to see how the direction of the shear deter- 
mines the kind of stress in the bracing or web members. At the 
section in this panel the shear is supposed to be upward on the 
left side of the section denoted by the dotted line, and down- 
ward on the right side. If we imagine the horizontal members 
or chords to be severed, it is evident that a strut in the diagonal 
C B, drawn in the sketch, or a tie in the diagonal A D of the 
rectangle, will be needed to prevent one part of the truss from 
falling. Or if we suppose the points of intersection of the 
chords with the web members to be joints free to turn, as is 
the case with pin-connected parts, it is clear, that, if no diago- 
nal member exists, the rectangle A' C D' B' will be distorted 
into a parallelogram, one diagonal shortening, and the other 
lengthening. This movement also shows that the chords alone, 
if jointed, have no power to resist shear, or convey a vertical 
force, but that a strut must be introduced in the diagonal 
which tends to shorten, or a tie in that one which tends to 
lengthen, if the distortion and falling of the truss are to be 
prevented. The web members^ therefore, resist the shearing 
forces. 

If, in the same or any other panel, the shear is in the oppo- 
site direction, a strut in the diagonal A D, or a tie in the diag- 
onal C B, will be necessary. The arrows in the panels of the 
truss E F are supposed to represent the direction of the shear 
on the left side of a section in the successive panels. The diago- 
nals for the given shears are struts, and change in direction as 
soon as the shear is reversed. 

5. Bending Moment. — Further, as indicated in the last sec- 
tion, the same external vertical forces on one side of the plane 
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of section have moments about any point of the section ; and the 
resultant moment will be obtained by multiplying the resultant 
previously referred to by the horizontal distance of its point 
of application from the section, or by multiplying each external 
force by its horizontal distance, or lever arm, from the plane 
of section, adding those products which have a tendency to 
produce rotation in one direction, and subtracting the sum 
of those products which tend to produce rotation in a contrary 
direction. The remainder is called the bendinff moment at the 
section, and would cause rotation of the structure about the 
section in the direction shown by the larger sum, if it were not 
exactly balanced, as required by the condition that equilibrium 
exists, by an equal and opposite moment on the other side of the 
section. These two equal moments neutralize one another by 
means of the moment of resistance in the given vertical section 
of the beam or truss, arising from the resistances to extension 
and compression of the fibres or pieces in the two portions, 
upper and lower, of the beam or truss; each stress being multi- 
plied by its lever arm from any convenient point in the section. 
These horizontal resisting stresses are due to the attempt of the 
external forces to bend the beam. 

Since the external forces are vertical, their only effects at the 
plane of section must be those due to a vertical force and a 
moment, called, as stated, the shear and the bending moment : and 
the opposing resistances in the material at the section will be, 
first, a vertical shearing stress ; and, second, horizontal tensions 
and compressions. Thus we have at any section the horizontal 
and vertical components of the stresses in the parts cut by the 
section, and are able to derive from them the direct stresses in 
the pieces. It will then be convenient to determine the shear- 
ing forces and bending moments at all points of the structure 
as a preliminary step. If, from any consideration, we know the 
stress in one or more pieces at a section, the remainder of the 
horizontal and vertical components must exist in the remaining 
pieces. As the external forces which are here treated are ver- 
tical, the horizontal components of the stresses at any section 
must balance among themselves. 
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6. Example of Equilibrinm Polygon for a Beam; Sup- 
porting Forces. — Suppose that a beam, such as is represented 
in Fig. 4, is supported at the two ends, and has four unequal 
weights situated, as in the sketch, at unequal intervals upon it. 
Let the weight of the beam be included in the imposed weights. 
It is required to find the supporting forces^ or reactions, at the 
abutments A and B, and the shearing force and bending moment 
at aU points. Draw a stress diagram, as before, by laying off on 
a vertical line 1-2, Fig. 4, the weights Wj, W2, &c. Assume 
the pole at a convenient distance from 1-2, and draw radiating 
lines from to all points of division on 1-2. Draw vertical 
lines through the points of support and the loaded points A, C, 
D, E, F, and B. Commence at a convenient point. A', in the 
vertical through A, and draw A' C parallel to 0-1. From the 
point C, where this line cuts the vertical from the first weight, 
draw C D' parallel to 0-3. Continue the same process until 
the last line F'B', drawn parallel to 0-2, meets the vertical 
line let fall from B, the second point of support. 

If A' C D' E' F' B' were a cord, fastened at A' and B', and 
under the action of the given weights in their given positions, 
it would be in equilibrium, as already shown. The puU on A' 
would be in the direction A' C and of the amount 0-1. The 
pull on B' would be in the direction B' F' and of the amount 
2-0. If the two ends of the cord, in place of being fastened 
at A' and B', were attached to the two ends of a rigid bar, 
A' B', the whole system might be suspended by two cords from 
the points A and B without disturbing the equilibrium of the 
polygon ; for, if we draw 0-6 in the stress diagram parallel 
to B' A', we can see that the inclined pulls at A' and B' are, by 
the introduction of the bar A' B', each decomposed into a thrust 
along the bar and a force acting vertically downwards, as shown 
by the arrows. At the point A' we have three forces, which, in 
the stress diagram, must make the triangle whose sides are 0-1, 
1-5, and 5-0. In the same way, for the point B', we have the 
sides of the triangle 0-5, 5-2, and 2-0. The thrust 5-0 at A' 
balances the thrust 0-5 at B'; and there remain 1-5 and 5-2, or 
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Pi and P2, the forces exerted by this system on the points of 
Bupport A and B. Any other system of framing, loaded and 
supported in the same way, must give the same pressure on the 
points of support ; and thus the upward reactions of the abut- 
ments for the given loaded beam will be determined. 

Therefore, to find the supporting forces : Having drawn an 
equilibrium polygon, connect A' with B', draw 0-6 through 0, 
parallel to this closing line ; and the two portions into which 
the load line is thus divided will be the forces required. 

7. Shear Diagram. — A^ the shearing force at any section is 
the resultant of the vertical forces on one side of the plane of 
section, the shearing force at any point between A and C will 
be Pi, or 1-5, the only vertical force on the left of C, and 
acting upwards on the left side of the section. Between C and 
D the shearing force will be Pi — Wi, or 3-5 ; between D and E 
it will be Pi — Wi — Wj or 4-6 ; and so on, being that part of 
load included by the lines of the stress diagram parallel to the 
two lines of the moment polygon cut by a vertical section. 

But if we draw a horizontal line a b equal to A B ; then at a 
lay oS. ag equal to Pi, and upwards, as denoting the direction 
of Pi ; next draw from g a line g i parallel to ab ; then at the 
point 2, vertically over c and under C, measure off i k equal to 
Wi, downwards in the direction of action of the weight ; draw 
k I horizontally, then I m downwards equal to W2, and finally 
mnpqrs, — we shall have a broken line, the ordinate to which, 
from any point of a 6, will be the shear on the left of the section 
at the corresponding point of A B. When the Ws which have 
been subtracted exceed Pi, the broken line passes below a b ; 
and finally, on arriving at /, having subtracted all the Ws, we 
have a shearing force equal but opposite to P2. So, at any 
section, the shear at one side of the plane of section, obtained 
by the subtraction just described, will always be equal and 
opposite to the shear on the other side of the plane of section, 
obtained by working from B, with the supporting force P2 as 
the minuend. Such a result is required to fulfil the condition 
of equilibrium. 
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If the load is continuous, in place of being concentrated at a 
certain number of points, the successive ordinates will vary in 
length, diminishing with the amount of load passed ; so that the 
bounding line will not be horizontal in the loaded portions. If 
the load is of uniform intensity, the upper extremities of the 
ordinates will be bounded by a straight inclined line. 

8. Moment Diagram. — Lastly, to find graphically the bend- 
ing moment at any point. Take the point S. The bending 
moment on the beam at S is, when we take the moments of 
external forces on the left of S, 

Pi. AS — Wi. CS — W, .DS. 

Drop a perpendicular from S, cutting the polygon A' E' B' 
at I and K. Produce C D' and A' C to meet this perpendicu- 
lar at L and M. Also draw C N horizontally. In the stress 
diagram draw a horizontal line, 0-6, through 0, to meet the 
load line. Call this line H. It is the horizontal projection 
of the stress in each side of the equilibrium polygon, which 
projection is well known to be eonatant for a system of vertical 
loads. The triangles C N M and 061, having their sides par- 
allel, are similar, and we have the proportion, 

MN:C'N = 6-l:0-6. 
From the similar triangles C N L and 6 3 we have 

LN:C'N = 6-3:0-6: 

hence 

or 
But 

therefore 



M y — L y _ (6-1) ^ (6-3), 
CT? 0-6 

M L . (0-6) = (3-1) . C N. 

0-6 = H; 3-l = Wi: 

H.ML = Wi.C'N=Wi.CS. 



In the same way 

H.LK = Ws.DS,andH.TM = Pi.AS: 

therefore the bending moment 

M = H(IM — ML — LK) = H.IK. 
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Hence the bending moment at any point of the beam is pro- 
portional to the ordinate, from A'B' to the equilibrium poly- 
gon, vertically below that point, and is equal to the product 
of that ordinate by H, the constant horizontal component of 
the tensions in the polygon. 

The ordinate must be measured by the scale to which the 
beam is drawn ; and the line which represents H, by the scale 
to which the load line is measured off: but the two figures may 
be of the same scale, that is, number of tons and feet to tlie 
inch, ot of different scales, whichever is more convenient. If 
the pole be taken at such a distance from the load line that 
0-6 shall measure ten or one hundred units of weight in length, 
the bending moment will be readily obtained by scaling the 
ordinate, and moving the decimal point one or two places to 
the right, as the case may be. 

9. Relation between Shear and Moment Diagrams. — It 
will be noticed that the line which limits the ordinates for shear 
crosses the horizontal line, or, in other words, the shear changes 
sign, at that point of the beam where the ordinate to the equi- 
librium polygon, and hence the bending moment, is a maximum. 
This relation between the shear and moment diagrams always 
exists ; for, since 0-5 was drawn parallel to the closing line 
A' ly of the equilibrium polygon, the maximum ordinate will be 
found at E', where the two sides D' E' and E' F', which make 
th<. angle E', are parallel to lines from on o pposite sides of 0-5 ; 
and at that place suflBcient weights will have been subtracted 
from the reaction 1-5 to reduce it to zero, and cause the shear 
line to pass the horizontal line at e. 

10. Moment dne to any Force; Centre of Gravity of 
TTlTeights. — It has been proved in § 8, that the portion L M 
of the ordinate at S, intercepted between the lines C M and 
C L, is proportional to the moment of Wi about S ; that L K, 
cut off by D' L and D' K, is proportional to the moment of the 
weight which is over D' ; and that I M, included between the 
lines from A', is proportional to the moment of Pi about S : hence 
it follows that the particular portion of the bending moment 
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at any point of a beam which is due to one or more of the ex- 
ternal forces is readily ascertained by dropping a vertical from 
the point in question, and prolonging those two sides of the 
equilibrium polygon which include between them the given 
forces. The portion of the vertical line thus cut off, when mul- 
tiplied by H, will be the desired quantity. This property of 
the equilibrium polygon will be of service later. 

If A' C and B' F' are prolonged to an intersection at R, 
and the rest of the polygoii is removed, the two sides A'R 
and B' R will be in equilibrium, and will undergo the tensions 
0-1 and 0-2, if the entire load 1-2 is concentrated at R. Since 
the two reactions will be unchanged, a vertical line drawn 
through R gives the position of the resultant of the applied 
weights of Fig. 4. Similarly, if any two sides of the equilib- 
rium polygon are prolonged until they meet, the resultant of 
the included weights will lie in the vertical through that inter- 
section. Thus the resultant of Wi, W2, and W3, must pass 
through T. This operation may also be termed finding the 
position horizontally of the centre of gravity of the weights. 

11. Maximnm Bending Moment at a Section. — If the 
beam A B, of Fig. 6, carries at first only the weight W at C, 
the bending moments at all points of the beam will be propor- 
tional to the ordinates from A B to A C B, and all of the 
moments will be of the same kind, tending to make the beam 
concave on the upper side: such moments we prefer to call 
positive, since they are the ones with which we are most famil- 
iar. In the stress diagram, 3-0 will be the accompanying value 
of H, and 2-3 the supporting force at A. In the same manner, 
an equal W at D gives the triangle A D' B, with 0' 2 1 in the 
stress diagram. The other two equal Ws give the remaining 
parts of the diagram. If all the values of H are equal, as they 
have been made here, the several ordinates below each point 
of the beam may be added arithmetically, since the bending 
moments are alike in kind, producing the figure A" C^' E^' B^', 
whose ordinates will be multiplied by 0-3, or any other equal 
line representing H, to produce the bending moments. Exactly 
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the same figure would be obtained by laying off the whole load 
on a vertical lirie, taking the pole at the above distance from 
the vertical, and proceeding as usual. 

It will be evident, from the preceding steps, that, as every 
additional weight increases the bending moments at all points 
of a beam or truss of one span supported at both ends, ths 
greatest possible bending moments at all points^ in case such a 
structure is subject to a moving load, will be found when the 
span is entirely covered with the rolling load. 

12. To bring the Closing Line Horizontal — Since the 
closing line A" B'' is parallel to the line from the pole to that 
point on the load line which divides it into the two supporting 
forces or reactions, if it is desired that A" and W\ the extremi- 
ties of the funicular polygon, shall fall on the same horizontal 
line as in this figure, it is necessary to divide the load line into 
the two reactions, and then to assmne the pole in the same 
horizontal line with the point of division. It is generally of 
no consequence that A'' B'' should be horizontal : the equilib 
rium polygon has the same properties in any position. 

13. Maximum Shearing Force at a Section. — Returning 
again to the case where the weight W alone acted upon the beam 
of Fig. 5 at C, we know that the shear diagram will be repre- 
sented hj acghi J, where a c = P^ = 2-3, and gh=: W, which 
is subtracted at the point vertically below C. On the left of 
any sectipn between A and C the shear is positive or upward, 
and equal to Pj ; while at any point between C and B the shear 
is negative on the left of a section, and equal to — Pg. In the 
same way, when W alone is placed upon the beam at D, we 
obtain the shear diagram adklmb^m which the shear again 
changes in sign at the weight. The other two shear diagrams 
belong to the remaining weights. If, then, it is possible to 
have some or all of these weights on the beam at one time, it is 
evident that the maximum positive shear on the left of a sec- 
tion, at all points between A and C, will be found when all of 
the weights are placed upon the beam ; for we shall then have 
a shear whose value is the sum of the separate positive ordi- 
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nates of the four shear diagrams just drawn. For any section 
between C and D it is manifest that the positive shear will be 
greatest when W is removed from C. For a section between D 
and E the two weights on the right will give positive shears, 
and anywhere between £ and F a positive shear on the left of 
a section can only be obtained from the weight at F. It is also 
plain that the four weights together will make the maximum 
negative shear on the left of a section between B and F, and 
that the weights must be removed in succession as we pass them 
to find the greatest negative shears at different points. 

Hence follows the rule, that the greatest positive or upward 
shear on one side of any section will eadst^ for a beam or truss of 
one span supported at both ends, when all possible moving load 
is placed upon the other segment ordy of the span; and the 
greatest negative shear, when the moving load covers the seg- 
ment on the same side. 

14. Diagram of Mazimum Shear. — These maximum posi- 
tive values of shear may be grouped in one figure, when they 
will produce the diagram a' </ d' e'f V ; but it must be remem- 
bered that the shears represented by the ordinates of this diagram 
are not co-^xistent^ but occur in succession as the loads are added 
from one end. They are, however, useful, since they give the 
greatest shears, which must be guarded against in the structure. 
If the reader will draw a shear diagram for a complete load, and 
then for loads over a less extent of span, he can readily compare 
the diagrams with the last one of Fig. 5, and see the difference, 
and at the same time the agreement of the maximum values at 
successive sections. 

If the load is uniformly distributed, the broken line </ cT e'f V 
will become a continuous curve, which can be proved to be 
parabolic; and, if a simple method of constructing the diagram 
is given, the maximum shear at each point for such a load can 
be readily found. 



CHAPTER n. 

SINGLE-SPAK TRUSSES WITH HORIZONTAL CHORDS. GENERAL 

TREATMENT. 

15. Equilibrium Polygon applied to a Bridge ; Data. — Let 

the method, as thus far developed, be applied to a bridge-truss 
with parallel chords, under a moving load of given intensity. 
The truss is represented by A B C D, Fig. 6, supported at A 
and D. In order to deal with moderate dimensions, we will 
suppose that the span is 80 feet, height of truss 10 feet, fixed 
load i ton per running foot, moving load i ton per running foot, 
each for one truss. The scales of the figure and diagrams are, 
as shown below them, 30 feet = 1 inch, and 30 tons =: 1 inch. 
The small weights represent the fixed load arising from the truss 
and platform, as if concentrated on the joints of the lower 
chord ; the larger weights represent the moving load. As each 
panel is 10 feet long, the load from the bridge will be 2i tons 
at each joint, and from the rolling load 6 tons. The points 
A and D will each carry one-half of a panel weight : these 
weights will cause no stress in the truss, and might be neg- 
lected altogether; but it wiU be found convenient to plot 
them on the load line, as thus the total weight of the truss will 
be accounted for, and the shearing force will be more readily 
obtained. 

16. Polygon for a Partial Load. — Suppose that the rolling 
load extends from the abutment D to the joint G inclusive. 
Draw a vertical line, and lay off 1-2 equal to i (2 J + 5) tons, 
the weight at D ; next 2-3 = 7 J tons at L, 3-4 = 7i tons at K, 
and so on to 6-7 at G ; then 7-11 = 2 J tons at F, 11-12 = 2.} 

27 
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tons at E, and finally li tons at A, reaching a point 18, mid- 
way between 12 and 14. Next assume the pole 0, which is so 
taken here that H measures 20 tons. Leave out of considera- 
tion 1-2, the weight at D; and starting at D^ a convenient 
distance vertically below D, draw D' L', L' K^ . . . E" A'' par- 
allel respectively to 2-0, 3-0, 4-0, &c. ; the last line, E'' A'', 
being drawn parallel to 12-0. The equilibrium polygon will 
be completed by drawing the closing line from A'' to D'. 

17. Shear Diagram for the Same Load. — Draw in the 
stress diagram 0-9 parallel to A'' D' : 13-9 and 9-1 will be the 
supporting forces at A and D. The shearing force at any section 
will be represented by the ordinates to a broken line, constructed 
similarly to gihlm^ &c., of Fig. 4 ; the ordinate at a being equal 
to 12-9. If, however, the concentrated loads of this truss are 
supposed to be distributed over the horizontal line A D with an 
intensity of one-fourth ton per foot from A to a point half way 
between F and G, and of three-fourths ton per foot for the re- 
maining distance, the total load will be unchanged, the reactions 
will be the same ; but the ordinate ag will equal 13-9, dn will 
equal — (9-1), and the ordinates at all points will be limited 
by gpn. The line gp must have a declivity or slope corre- 
sponding to the intensity of i ton per foot, or 2|- tons per panel ; 
while pn inclines at three times that rate. The angle p 
occurs in the middle of a panel, where the intensity •of the 
load changes. The difference between the ordinate at a to the 
inclined line g p and the one which would have been plotted 
for the broken line, or between 13-9 and 12-9, is the half-panel 
weight directly supported at A. Then as, in reaching the 
middle of successive panels, we shall have passed beyond just 
as much distributed load as the amount of concentrated load 
which is here carried at the joints, the broken line which falls 
by steps, and the inclined lines g p n oi the figure, will in- 
tersect one another in the middle of each panel. A small 
portion of the broken line is sketched near ^, and, for another 
case, near i : hence, as it is easier to draw g p n than the 
broken line, we may find the shear in each panel by measur- 
ing the ordinate to g pn in the middle of each panel. 
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18. Effect on XMagrams of . Movement of Load. — If the 

rolling load retires, so that J is the last fully loaded point, we 
shall have three loads of 7^ tons each, and the points from E to 
I will carry only 2J tons each. We may make available a con- 
siderable portion of the polygon already drawn. Since 4-5 rep- 
resents the load on J, we can lay off the smaller loads below ; 
the one on E falling at 6-16, and the half load at A reaching 
a little beyond 16. Constructing a second equilibrium polygon 
as we did the first, we shall get D'KTG'' V"A!''i and, draw- 
ing 0-8 parallel to A!" D', we get the new supporting forces for 
this position of the rolling load: hence we find jr and ri as 
we did gp and p n. Do not forget that di=^ 1-8, and not 2-8, 
and similarly for aj; for the inclined lines always start from 
the end of an ordinate which represents the entire abutment 
reaction, including the weight directly supported there. 

If the load extends over the whole truss, our load line will be 
1-10, and the equilibrium polygon wiU be A' E' F G' T . . . D'; 
As the pole was taken opposite the middle of 1-10, and as, 
for an entire uniform load, the two supporting forces are equal, 
the line A' D' is horizontal. The shear diagram for this case is 
abvcd. 

19. Mazimnm Moments and Sheara — Without carrying 
out in detail the construction for every possible position of the 
moving^loadj we see indications which will render needless the 
drawing of so many diagrams. First, as pointed out in § 11, 
the bending moment at any point of the truss is greatest when 
the whole bridge is loaded. The polygon A' G' J' D' will give 
ordinates of the greatest length, and these ordinates multiplied 
by H give the bending moments. Second, as in § 13, the 
positive shearing force at any point is greatest, when, of the 
two portions into which the point divides the span, that seg- 
ment is fully loaded which lies on the opposite side of the plane 
of section to the shear considered. For example, the shear in 
the panel F G, when the rolling load extends from D to G, is 
hp. If the rolling load is less, or covers a less extent, the sup- 
porting force at A will be less than ag, and the line parallel to 
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g p will therefore pass below ji?. On the other hand, if the 
moving load advances farther, the supporting force at D will 
be greater than dw, and the line parallel to wjp wiU again pass 
below p. The ordinate A ^ is, therefore, equal to the greatest 
possible positive shear in the panel F G. 

20. Curve for Maximnm Sheara — It is evident that the - 
greatest value of the reaction at either abutment will be one- 
half of the weight of truss and full load, and that the least 
value will be one-half of the weight of the unloaded truss. In 
the first case the shear diagram will be abvcd; and, in the 
second case, alvhd; a I and a 6 being respectively the half 
weight of truss and the half weight of truss and load, and the 
two inclined lines cutting a eZ at the middle of the span. From 
an inspection of the two diagrams already drawn, whose angles 
fall at p and r, it will be seen, that for loads coming on at D, 
and extending gradually across the bridge, the vertex r of the 
angle of the shear diagram will, for successive advances of load, 
take a series of positions from m in the last panel, on the line 
I A:, through r and p^ to t in the first panel, on the line h c, when 
the roiling load has finally reached E. If, then, we know the 
path described from ^ to wi, and can construct it, all the maxi- 
mum ordinates can be readily obtained. If the rolling load 
were applied uniformly foot by foot to a beam, the desired locus 
would be a parabola^ extending from h to A, described on 6 v and 
V A as tangents ; but as our locus is to extend from t to w, for 
loads concentrated at intervals, the lines h v and v k will not be 
tangents. The construction will now be shown : the proof of 
its truth will follow. 

Draw a horizontal line A B, Fig. 7, equal to the span of the 
truss. At one end of it, as A, erect a perpendicular A C, equal 
to one-half weight of truss fully loaded, to the scale of load 
line used ; and at B draw on the opposite or negative side of 
A B a perpendicular B D, equal to one-half weight of truss 
alone. From the extremities of these lines draw C O and D O 
to the middle point O of A B. Divide C O and D O each into 
the same number of equal parts as there are panels in the truss. 
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Number the points of division in the same direction on each, 
beginning at C and O with 0. Draw straight lines 1-1, 2-2, &c., 
between the points having the same numbers. Then the verti- 
cal ordinates from A B to the intersections of consecutive lines 
in the series (which ordinates will come at the middle of the 
panels of A B, if that line be divided into panels to match the 
truss) wiU be the exact shears required in the panels in which 
they occur for loads concentrated at joints as here taken, and 
already described in Fig. 6. 

As verticals dropped from the panel points of the truss will 
divide the lines C O and D O, or J v and vk oi Fig. 6, into half 
the desired number of parts, it is only necessary to bisect these 
parts to obtain the desired points. The reader can complete 
this figure on a large scale, and notice the intersections of the 
several lines between C O and D O. Any consecutive lines, 
such as 3 and 4, will intersect vertically above the number 
found by adding their numbers, in this case 7, always an odd 
number ; and the intersection thus occurs exactly in the middle 
of a panel. 

21. Proof; General Formula for 8he£u:. — First, to deduce a formula 
for the shear in any panel. Let 

N = number of panels in the truss ; I = length of truss in feet ; 

-; = length of one panel ; W = fixed load at a joint ; 

N 

W= moving load at a joint; n = number of any joint in the 

bottom chord from the left abutment, the abutment being numbered ; 

Fn= shear in the nth panel, between the nth and (n -f- 1) st joints. 

If the joints from n + 1 to N — 1 inclusive are each loaded with 
W + W, and the others with W only, the shear from steady load in the 
nth panel will be the supporting force J (N — 1) W less the loads, n W, 
between the left abutment and the section, or [J (N — 1) — n] W. The 
amount of rolling load on the truss is (N — 1 — n) W; and the shear from 
this load at the section in the nth panel will be the same as the supporting 

force at A, which is equal to the above rolling load multiplied by :li_-; — • _, 

2 N 

the distance of its centre of gravity from the opposite abutment, and di- 

N — n 
vided by the span /, or (N — 1 — n) ^ ^ W. Therefore 

Fn=HN-2n-l)W + (N-n-l)^^W'. 
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22. Equation of the Shear Line. — Second, let us take the origin 
of co-ordinates in Fig. 7 at O, A B being the axis of abscissas, and the 
ordinates being measured vertically. Let v and m be the co-ordinates 
of any point of division P, v being vertical, and measured to the scale by 
which A C and B D were laid off, and m being horizontal, expressed in imits 
of a half-panel length. The equation of the line O C is 

i; = — Jm(W-[-WO: 
the equation of the line O D is 



Let P' P" be any line of the series previously described. The co-ordi- 
nates of the point F' are 

w", and v" = — J m" W. 

The co-ordinates of the point P are 

m' = m" — N, and v' = — J m' (W -|- W) = — i (m" — N) (W + W). 

From analytic geometry we have the general equation of a line in terms 
of co-ordinates of two points in it, 

v — v'=z — (m^m'). 

m — m' 

Substituting the value of the other co-ordinates in terms of m", as given 

above, we obtain 

11/// XP./W.W/N — i(m"— N)(W-fW')-f-im"W , ,,, ^. 

» + K^ ' — N) (W+W) =— XV J:_^_J,^ (w» — rr^'^r N) 

or t; = — im(W-f.WO + m"(m — m"4-N)^, (a) 

which is the equation of the line P' P", in terms of m". 

Writing in this equation m" -f 1 for m", we shall obtain the equation of 
the consecutive line in the series, which is 

t; = — Jm(W-|-W') + (m" + l)(m — m" — 1 + N)^ 

=-*'/« (W+WO + ("'" + !) (m-m- + N)|^-(m- + l)^. (6) 

If we eliminate m" from equations (or) and (ft), we shall have the equa- 
tion of the locus of the intersection of the consecutive lines. To do so, 
subtract (a) from (&), obtaining 

= (m-m'' + N) ^- (m" + l) ^; or 

= m — 2m"4-N— 1: 
whence »»" = ^ (N -|- m — 1). 
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Sabstitute this value in (a), and 

t> = -im(W+W')+i(N + m-l)[m-J(N + m-l)+iri ^ 

=-i'»(W+W')+i(N+"»-l)(N + «.+ l)|^, (c) 

which is the equation of the locus required. 

The points of division at the ends of P' P" are both numbered m", or the 
horizontal distance of one end from O to the right is the same as the hori- 
zontal distance of the other end from C to the right ; that is, the projection 
of the moving line is a constant quantity. 

The value of m is shown above to be 

It will be remembered that m is the abscissa, measured in half-panel 
lengths, of the point of intersection of the two lines whose extremities are 
at m" and m" -f- 1 : hence, to find where the ordinate to this point comes on 
the axis of abscissas, measure from A, which is — N half -panel lengths from 
O, 2 m" -{-1 half-panel lengths. Putting this fact in general terms, we may 
say that the ordinate to the intersection of the nth line with the (n -f- l)st 
line of the series comes at a distance of 2 n -{- 1 half -panel lengths to the 
right from A, or in the middle of the nth panel. 

To find the value of this ordinate in terms of n, we write in (c) m" = n, 
and mz=z — N-f-Sn-f-l thus producing 

t; = i(N— 2n — 1) (W + WO + n (— N + 2n-|-l— n + N)|^ 

=1 (N-2n^l) W-f (N-n~l)^y W, 

which was the value of the shear F deduced in § 21. 

23. Diagonals and their Stresses. — The shearing force in 
any panel is then obtained, for example, in the panel E F, Fig. 
6, by erecting the ordinate e 8 to the shear curve (if we may so 
style it) at the middle e of the panel, the curve having been 
constructed by the method of Fig. 7. As the panel would 
change from its rectangular form in case the diagonal were 
removed, as already explained in § 4, the diagonal S F alone 
must resist the shear, and the diagonal will be a tie. The ordi- 
nate e 8 being the vertical component of the tension in this tie, 
we need only draw «/ parallel to S F, from «, until it meets the 
horizontal line, when sf will be the tension iu S F, according 
to the scale of loads. It is well to bear in mind that a horizon- 
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tal member can transmit no vertical force, unless it acts as a 
beam, which it can- only do when it has a force or load imposed 
directly upon it ; but a direct force of tension or compression 
applied at one end of a piece passes through without change to 
the next joint. 

A similar luie from p will give the tension in R G, and so on 
to r. The point r, under the middle of the panel I J, will be 
the last one where we shall find any positive or upward shear 
on the left of the plane of section, which occurs when the load 
extends from D to J. As shear of an opposite kind calls for a 
diagonal, if a tie, sloping in the other direction, in the panel I J 
will be found the last necessary tie parallel to B E. 

The remaining panels from J to D would have, therefore, 
the diagonals represented in the sketch; but a rolling load 
coming on at A, and extending towards D, would cause shears 
similar to those given by ordinates between r and w, but greater 
in amount than those stresses. The diagram would be com- 
pleted by drawing on Z v and v c another shear curve similar to 
the one previously constructed ; but, as the figure would be 
exactly the reverse of btsprmk^ it is suflScient to find the 
stresses from A to J, and then make the truss from D to G 
symmetrical with A J. The heavier the rolling load compared 
with the fixed load, the farther will the diagonals sloping one 
way pass beyond the middle of the span. Those diagonals 
which are between the centre and the abutment to which they 
convey their load are usually called main braces : those beyond 
the centre are termed counterbraces, or simply counters. Fig. 6 
has but two counters. Some designers, for constructive reasons, 
place counters in many or aU of the remaining panels. 

The occurrence of two diagonals in one panel should lead to 
no ambiguity as to which one is under strain. They must both 
be tension, or both compression members ; and the points devel- 
oped in § 4 will enable one to see which diagonal will act for a 
given shear. As one diagonal tends to shorten, the brace occu- 
pying that place, if a compression member, will resist the ten- 
dency ; or, if a tie, will spring or buckle under a slight force. 
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leaving the distortion to be resisted by the other brace. As 
the other diagonal tends to lengthen, the brace in that line, if 
a tie, will come into action ; but, if it is a strut with abutting 
ends, it cannot exert tension, and the first diagonal must supply 
the force. If, however, one diagonal is a tie and the other a 
strut, in the same panel, or if both diagonals are competent to 
carry either kind of stress, they will both act together ; and the 
distribution of the given shear between them is indeterminate, 
except on some assumption or condition. No good design will 
be so constructed. 

24. Stresses in the Verticals. — Since e 8 is the vertical 
component of the stress in S F, it must be the compression in 
S E ; for the tension in S F, upon reaching S, is decomposed, 
the horizontal component compressing S R, and the vertical 
component compressing S E. The vertical force of S E will 
next pass over E B, with the addition of that part of the weight 
at E which may properly pass that way. As these things are 
true of any set of diagonals and verticals, it follows that the 
ordinate to the shear curve at the middle of a panel determines the 
stress in that diagonal and vertical^ which^ taken together, may be 
eonsidered to connect two loaded joints. If, therefore, we imagine 
the load to be upon the top chord in place of the bottom 
chord, s e will give the compression on R F instead of S E ; 
for, considering the vertical force passing from R to S over the 
pieces R F and F S, there is then no applied load between R 
and S to alter its amount. In Fig. 6 the stress in B A equals 
the ordinate at t : were the load on the top chord, the stress 
would be increased by the half load at B, so that it would) 
become ha. A change of load from one chord to the other 
affects the stresses in no pieces except the verticals, and only 
changes the amount of those stresses, but not the kind. 

25. The Middle Vertical — The middle vertical alone may 
sometimes offer an exception to the preceding way of determin- 
ing the maximum stress in it. It will be seen, that, when the 
load is upon the upper chord of Fig. 6, and the entire span is 
covered with rolling load, the ties which meet at I in the lower 
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chord will be in action, since the bridge is symmetrically loaded ; 
and that the vertical at I must then transmit from the top to 
the bottom joint the entire weight which rests at its top, or one 
panel weight of steady and rolling load. If this amount is more 
than the ordinate which the shear diagram gives as belonging 
to this vertical, the former must be taken in place of the latter. 
The same remark holds if the load is on the bottom chord, and 
the main braces lie in the other diagonals ; in which case they 
will be struts. The verticals will then be tension members. If 
the truss is as here represented, or if, when strut diagonals are 
used, the load is on the top chord, no special attention need be 
paid to the middle vertical, as it then follows the general rule. 

26. Stresses in the Chords. — As the equilibriimi polygon 
A' F' r K' D' alone is needed for determining the maximum 
bending moments at all points, we have simply to multiply each 
ordinate under a joint by the value of H from the stress dia- 
gram, and divide by the height of the truss, to obtain the chord- 
stresses. For suppose that we pass a vertical plane of section 
through the joint F. It follows from § 5 that the moments of 
the stresses in all of the pieces cut by that section, when taken 
about any point in the section, must balance, or, in other words, 
equal, the bending moment at that section. If the origin of 
moments is at F in the lower chord, and the moment of resist- 
ance of all the stresses on the left of the section is desired, as 
balancing the bending moment of the external forces on the 
right, we see that the vertical R F, the diagonal S F, and the 
chord piece E F, terminate at the proposed moment axis or 
point F; and hence, having no arms, their stresses have no 
moments. There only remains the compression in the piece 
S R of the top chord, multiplied by R F, the perpendicular to 
it from F. As this moment must resist the bending moment, 
we divide the latter by R F to find the stress in S R. Hence 
follows the opening statement of this section. Similarly, taking 
moments round R, and conceiving them, as taken on the right 
of the section, to balance the equal bending moment on the left, 
all the pieces which meet at R have no moments ; and there 
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remains the tension in F G multiplied by R F, its lever arm* 
The same steps will give the chord-stresses in the other panels. 
As, with a uniform load from A to D, no counters are required, 
the shear diagram being simply abvcd^ox the tendency of the 
panels to change their shape being such that the ties which 
slope from G and J toward the centre will slacken, the counters 
may be disregarded in determining chord-stresses. 

27. Chord-Stresses {continued). — It follows that the com- 
pression in S R equals the tension in F G; and the same equality 
is true of B S and E F and of the other portions of the chords. 
This fact may also be readily seen if we pass an oblique plane 
of section through S R and F G : the only other piece cut by 
the section wiU be R F; and as this vertical cannot carry a hori- 
zontal stress, and the external forces are all vertical, the stresses 
in S R and F G must be equal and of opposite kinds, so that 
[ those pieces of top and bottom chord which lie between two 
diagonals in action will have the same amount of stress. That 
the upper chord is in compression, and the lower chord in 
tension, follows from the tendency of the load to make the 
truss concave on the upper side, or to shorten the top chord 
and lengthen the bottom one. Of course the compression or 
tension is constant for a panel-length, and the stresses are sym- 
metrically distributed with regard to the middle of the span. 
As there is no bending moment at the abutments, there is no 
stress in A E or L D ; and these pieces are unnecessary for the 
equilibrium of the truss. If the bridge-seats came directly 
under the top chord, A E and L D might be left out ; but, as it 
is, they lend aid to the bottom lateral bracing in stiffening the 
bridge against wind and vibration. The counters being neg- 
lected, it is evident that two panels of the top chord at the 
middle have the maximum stress, and that no equal tension 
occurs in the bottom chord. The reverse is true if the diagonals 
are struts. 

To find, therefore, the tension and compression in the bottom 
and top chords between any two adjacent diagonals which in- 
cline the same way, it is only necessary to select the ordinate to 
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the inaxiinum equilibriiun polygofi under the common panel 
joint of the two chord pieces, multiply by H, and divide by the 
height of truss. Since H is constant, and the height of the 
truss, in trusses with parallel chords, is also constant, if H is 
numerically some simple factor or multiple of the height of the 
truss, the whole operation can be performed by changing the 
scale by which the ordinate is measured. 

28. Parabola for Chord43trea8e8. — Availing ourselves of 
the last suggestion, we are able to draw a figure for chord- 
stresses at once. That the vertices of the equilibrium polygon 
for an equal load on' each joint of a bridge-truss lie on the parab- 
ola which is the limit of the polygon when its sides become in- 
finite in number, or, in other words, when the load is uniformly 
distributed over the truss, may be proved by taking moments at 
any joint. If, then, we draw a parabola below the truss whose 
middle ordinate is equal to the maximum stress in the chord at 
the centre of the span when the load is uniformly distributed 
over the span, the ordinates at the several joints will give all 
the chord-stresses directly. 

As the bending moment at the middle of a beam which is 
uniformly loaded with a total load W is equal to the supporting 
force at one abutment, ^ W, multiplied by its arm, one-half 
the span = i ?, minus the weight on the half span, i W, multi- 
plied by its arm reckoned from its centre of gravity, i Z, or 

or is equal to one-eighth of the total load multiplied by the 
span, the maximum stress in one chord of a truss of the 
height h will be, at the mid-span, 

and this will be the value of the middle ordinate. 

Therefore proceed as follows : On a horizontal line A B, 
Fig. 8, equal to the length of the span, lay off the panel joints 
D, E, F, G, &c. Draw C I and A P vertically, each equal to 

-g-jp O I being at the middle of the span. Divide A P into 
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the same number of equal parts with AC; thus finding the 
points K, L, N, and O. Draw I O, I N, I L, I K. The points 
R, S, T, and U, where these lines cut the verticals dropped from 
the panel joints, will determine the desired ordinates C I, G R, 
F S, &c., which are the stresses in the chords from the middle 
to the abutment. Since the lines which radiate from I cut from 
the vertical P A the distances P O, 2 P O, 3 P O, &c., and the 
points R, S, T, &c., occur at horizontal distances of C G, 2 C G, 
3 C G, &c., from I, it is easy to see that the vertical distances 
of R, S, T, &c., from I, vary as the square of their horizontal 
distances, and that these points wUl, therefore, lie in a parabola. 
The other half of the figure may be completed if desired. 

Figs. 7 and 8 will thus give at once all of the desired ver- 
tical and horizontal forces in paraUel-chord trusses with one 
system of bracing. The diagonal stresses will be obtained by 
drawing lines as described in Fig. 7, parallel to the braces. For 
the small nimiber of necessary lines, and the exactness of inter- 
sections and measurements, it is believed that these two diagrams 
will compare very favorably with any others. In Fig. 11 they 
are given with no repetitions or useless lines, to show how small 
is the required work. 

29. Sections of Pieces. — Each part of the truss which 
undergoes tensile stress should have its effective or smallest 
section equal to the quotient of the maximum stress it must 
exert divided by the safe working stress on the square inch. 
The cross-section of pieces m compression should be determined 
by Gordon's Formula,'or some similar method. The working 
out of details does not come within the scope of these pages, 
and we will refer the reader to books which treat of the strength 
and resistance of materials. Some additional matter which 
appropriately comes in this connection may be found in Part I., 
" Roofs," Chap. VIII.^ Pieces liable to alternate compression 

and extension should be made of larger cross-section than for 

» 

1 Any reader who is taking np this subject for the first time, and unassisted, 
will find much valuable information, presented in a simple form, in Boiler's Iron 
Highway Bridges, published by Wiley and Sons, New York. 
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one stress only, as the safe working stress on the square inch is 
less. This safe stress is also taken as a smaller quantity for web 
members near the middle of the span (or for any others which 
experience the maximum stress, especially if accompanied by 
shock, every time a load passes across the bridge) than for those 
members which only have the greatest stress when most or all 
of the bridge is loaded with the heaviest possible load ; a con- 
tingency which occurs less often in large spans than in those of 
moderate length. 

30. Moment Diagram for Partial Moving Load. — If a 
load W is placed at any point C, Fig. 9, distant x from one 
support of a beam A B whose span is Z, the equilibrium polygon 
will be A' 0/ B^ and the stress diagram will be drawn on the 
line 1-2. The supporting force at A, obtained from similarity 
of triangles in the stress diagram and the equilibrium polygon, 

is W — - — , and the bending moment at C will be — - (Z — oi) x. 
c c 

As this moment varies as the product of x and Z — a;, the two 
segments into which C divides the span, and as the maximum 
ordinate occurs at the weight, the maximum moment at each 
point of the beam, as the weight W rolls across it, will be repre- 
sented by the ordinate to a parabola, drawn through A' and B', 

WZ 
and having its vertex at a distance jw or i W Z vertically below 

the middle of the beam, according as the ordinate is or is not to 
be multiplied by H to give the bending moment* This parabola 
is shown by the dotted curve A' D' B^ • 

If the load is distributed over a cei^in space C F, in place 
of being concentrated at a single point, we can place the load 
first on the middle of the span, and, by a stress diagram or 
otherwise, draw A'D'B'. The diagram is 2' TO'. The lines 
2-0' and I'-O' wiU giv^ B' D' and A' D^ which, as explained in 
§ 10, will meet on the vertical dropped from the centre of 
gravity of the imposed weights. If the centre of gravity of 
these weights is placed at the middle of the span, and they then 
occupy the positions C, E, D, and F, the true equilibrium poly- 
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gon wiU be A' E' G' F' B', of which the part E' F' is readily 
constructed from the points of division on 2-1'. The maximum 
ordinate is at G', and is less than that for the concentrated 
weight by the quantity G' D'. When the loads are moved until 
their centre of gravity is over I, the polygon passes through 
K, and it is seen that the maximum ordinate will always be 
under the centre of gravity of the load as it passes across the 
span. The locus of the extremity of this ordinate will lie 
within the previously-described parabola at a constant vertical 
distance above it ; and this curve, shown on the right, is there- 
fore readily drawn. For, by reference to § 10, it is seen that 
the amount the polygon runs within the prolongation of the 
tangent at any point depends upon the bending moment of 
the loads passed by; and, as the subtractive moment will 
always be a constant quantity, the vertical distance GD' or 
K I is constant. When the load begins to pass off the span at 
either end, the two curves approach one another. 

Such a moment diagram as Fig. 9 may be useful when the 
requirements for a highway bridge are, that it shaU support a 
certain distiibuted load, or a certain other load concentrated on 
the wheels of a wagon. The diagram also applies to a locomo- 
tive in connection with a lighter train : it vrill be referred to 
again. 

31. Sbear Diagram for Partial Moving Load. — The dia- 
gram for shear for a single load at the middle of the span will 
be the two equal rectangles aihd and dghh of Fig. 10, the 
height a i and kh oi each being one-half the load. If the load 
is moved to <?, we have tsuv. If it is put at one-quarter of the 
span from one end, one rectangle will be one-quarter of the load 
in height, and the other three-quarters of the load : hence we 
see, that, as the load passes across the span, the maximum shear 
at successive points will be found by drawing ordinates to an 
inclined line which reaches from one extremity h of the span to 
a point 2, at a distance a I equal to the load, above the other 
extremity a. If the load is distributed according to any law 
over a definite area, the shear line will fall, according to the 
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iDtensity of the load, over that portion of the span which is 
loaded. Thus, for the four concentrated loads at c^ e, d^ and /, 
corresponding to those of Fig. 9, the shear diagram changes to 
irqponmk. If this load had been spread over the portions 
from cto f^ the dotted line would have taken the place of the 
broken line ; and, as before, it can be used for the broken line, 
if the ordinates are measured at points midway between the 
weights. The maximum ordinate is now just before c, but still 
equals ai ov d A, the ordinate at the centre of gravity. Hence, 
when the system of loads is moved, as there is always a definite 
amount of load in advance of the centre of gravity, the maxi- 
mum ordinate will be found by drawing a line parallel to i 2, 
and at a distance below it determined by the position of the 
end of the load, as in this figure at r 8. 

32. Stresses due to Locomotive. — While it has thus far 
been considered that the load on a truss, or the weight of a 
train, is uniform per foot, it is manifest that the locomotives at 
the head of a train are heavier per foot than the cars, and that 
such additional weight should be allowed for, more especially 
in designing the bracing. If we find the eivcess of such load 
over the previously-considered uniformly-distributed load, and 
then draw moment and shear diagrams for this excess of load, 
distributed over its proper space as it moves across the span, 
these diagrams can be added to the ones previously obtained, 
and the solution will thus be completed. As the maximum 
moment for a concentrated load occurs when the weight is 
placed at the middle of the span, there is not so much need of 
adding its diagram to that for uniform load. At the time the 
load in question is in the middle of the span, the train can cover 
but half of the bridge ; and, by the time the train covers the 
greater part or the whole of the span, the locomotive is just 
leaving the bridge, and the ordinate for the weight in that posi- 
tion will be very small. If, however, some car of the train is 
liable to carry a heavy load, — such as a locomotive in transitu^ 
heavy castings, or ordnance, — this diagram is very properly 
added. The shear diagram for concentrated weight is particu- 
larly applicable to railroad bridges. 
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These two diagrams are added to the usual ones in Fig. 11. 
In adding them to figures abeady drawn, we must see that the 
moment diagram has the same value of H as the large one to 
which it is joined; or, if the ordinates themselves represent 
chord-stresses, that the scales shall be the same, and that the 
two shear diagrams sliall have the same vertical scale. 
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CHAPTER m. 

TRUSSES WITH HORIZONTAL CHORDS. SINGLE SYSTEMS. 

VARIOUS TYPES. 

83. Oeneral Example. — In the illustrations annexed to 
Fig. 11, the span is taken, as 120 feet, height of truss 15 feet, 
rolling load for one truss 1,000 lbs. per foot, steady load for 
same 500 lbs. per foot. The maximum ordinate for chord- 
stresses will be, by § 28, 

(«?^+^20'0M^= 180,000 lb.. 

N O is made equal to this amount at the middle of the span, 
and P Q equal to the same at the abutment. P Q is divided 
into the same number of equal parts (here four) as there are 
panels in the half-span; and lines from O to these points of 
division cut off the chord^stresses at N O and the points S, U, 
and W. 

The abutment reaction of truss and complete load will be 
half (60,000 -f 120,000) =3: 90,000 lbs. ; and of truss alone, half 
60,000 = 80,000 lbs. Lay off these quantities at « ^ and p q 
respectively, connect the points t and q with 0, the middle of 
9p^ drop verticals from panel joints to these inclined lines, 
bisect the parts so obtained, connect the points of division on 
1 and g as directed for Fig. 7, and the shear curve is com- 
pleted for the above load. 

If the train may contain or be drawn by an engine having 

56,000 lbs. on three pairs of drivers, 14 feet wheel base, the 

load for one truss will be 28,000 lbs. on 14 feet ; from which 

we must deduct 14,000 lbs. mean rolling load already consid- 
44 
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ered, and we have 14,000 lbs. extra weight to be allowed for. 
We may consider this load as concentrated on one panel joint, 
or as distributed to the adjacent joints. The first supposition 
will give the most stress. The chord-stress at the middle will 
be, by § 80, 

^^y^/^Q = 28,000 lbs., 

which is plotted above the horizontal line, at N Y, and the 
parabola completed. The combined chord-stresses are thus 
obtained by scaling from the vertices of one polygon to the 
corresponding vertices of the other, Y O, R S, T U, and V W. 

For shear, lay off the excess, 14,000 lbs., at 8 r, below the line 
8 p, and draw a straight line from r to p. As the ordinates to 
the shear curve give stresses in the web when the load extends 
from the right abutment to the panel in question, it is apparent 
that this construction will give at the panel joint the additional 
amount of shear due to the engine at the head of the load. As 
the shear is measured in the middle of each panel, move rp 
parallel to itself until the point p on rp falls in the middle of 
the first panel on the right : the alteration is too small to be 
seen in this figure. By laying the diagram off below the hori- 
zontal or base line, while it is still considered positive, the two 
ordinates at any panel are at once combined. Lines drawn 
parallel to the braces, from the upper ends of these ordinates, 
and limited by horizontal lines from the lower ends of the 
ordinates, as shown in the figure, will give the stresses in the 
braces. It will be seen that the distance over which braces 
that incline one way extend is prolonged farther beyond the 
middle ; the limit now being fixed by the point w, where the 
shear curve crosses the line rp. 

Remember, that, if the additional load is not concentrated at 
one joint, the new lines for chord-stresses and shear will be a 
certain constant, vertical distance within the ones just con- 
structed, as explained in §§ 30 and 31. 

84. Howe Truss. — Truss I of Fig. 11 is generally called. 
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from the inventor who bmlt it in wood, the Howe truss. The 
diagonals are struts, and the verticals ties (see § 4). The load 
is upon the bottom chord. If the verticals are iron rods, and 
the remainder of the bridge is bmlt of wood, this type of truss 
is well adapted for such materials. Iron bars used in the bot- 
tom chord bring the truss into the class usually known as com- 
bination bridges. The end posts and end pieces of the top 
chord have no truss-stresses, but are useful in connecting the 
top lateral bracing by a stiff frame with the abutment. As 
generally constructed, the joint at B has not sufficient rigidity 
for this purpose ; so that a pier or abutment panel is introduced. 
Some designers, however, make a special connection at B, and 
carry the top chord no farther, the truss then ending as shown 
at the right. 

The stresses in the bottom chord, in the successive panels 
from the abutment to the middle, will be equal to V W, T U, 
R S, and Y O. In the top chord the compressions will be, from 
B to the middle, V W, T U, and E S. The compressions in the 
diagonals which have corresponding letters are ab^ cdj «/, ff t\ 
and k L For convenience in screwmg up the bridge, and to 
stiffen the main braces by bolting to the counters where they 
intersect, most builders carry the counters through all of the 
panels : they may be of small cross-section. As these bridges 
are generally covered from the weather, and have, in some rare 
instances, been blown from the abutments by violent gales, they 
should be bolted to the abutments, when the counters will resist 
any sudden gust of wind from beneath. The tensions in the 
verticals B C, D E, F G, and I K, will be the stresses represented 
by the vertical lines at 6, d^ /, and i. The middle vertical, 
when the truss is completely loaded, and G I and I M are under 
stress, must carry one panel weight = 16 X 1,500 = 22,600 lbs. 
This amount is less than the ordinate at i, and therefore of no 
consequence. By symmetry we get the stresses on the other 
half of the truss. 

36. Pratt or Quadrangnlar Tmss. — Truss II differs from 
the truss of Fig. 6 in being loaded on the top chord. The 
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modification at the right end of this truss may be introduced 
with advantage, in case it is not too expensive to carry the 
masonry for the bridge seats to such a height. If the bridge 
seat is at the level of the lower chord, the end post will carry 
one-half the total weight of truss and rolling load, oi rt; for the 
half-weight at A will come upon this post in addition to the 
shear in the first panel. 

Truss III differs from the truss of Fig. 6 at the ends only. 
The end diagonal is a strut, which transmits the same amount 
of force as do the diagonals in the first panels of the preceding 
trusses. This introduction of inclined end posts is very com- 
mon in iron bridges, and is economical. The first vertical now 
becomes a tie, which manifestly can carry only a panel weight 
of steady and rolling load. The stress in the bottom chord 
will be uniform from A to D, and equal to VW, the stress 
which would have been found in B D of the truss above. 

Authors and engineers are not agreed upon the name by 
which the type of truss illustrated by Fig. 6 and Trusses II 
and III shaU be designated: it is often named after some 
designer who invented a modification of one or another detail 
of construction, with which details a skeleton diagram has 
nothing to do. Some of the names which have been given are 
Pratt, Whipple (see § 48), Murphy- Whipple, Linville, &c. We 
prefer the first title, if it is to be named after any engineer, 
but would rather style it a single quadrangular truss^ by which 
shall be understood a truss with horizontal chords, inclined ties 
which extend but one panel each, and vertical struts. The 
modification of Truss III is understood when the qualifying 
term inclined end posts is added. If the rolling load comes 
upon the lower chord joints, the bridge is called an overtrade or 
through bridge; if upon the upper chord, an undergrade or 
deck bridge. 

36. Comparison of Trusses. — Truss lY, a Howe truss, is 
seen to differ from Truss I in having its load upon the upper 
chord; otherwise no separate remarks are necessary. The 
Howe truss is evidently the reverse of the Pratt or quadran- 
gular truss. 
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As stated before, it will be seen from these examples that no 
change in the magnitude of the stresses in chords or diagonals 
occurs when the load is shifted from the bottom to the top 
chord ; and hence, so far as they are concerned, it makes no 
difference whether the steady or rolling load is considered as 
applied to either or both at once. This truth may also be 
recognized from the fact that neither the bending moment nor 
the shear can be changed by moving a load vertically. The 
stresses on the verticals^ however, will be altered by such a 
change, as may be seen by remembering that the vertical and 
diagonal, which together connect two adjacent weights, transmit 
the same amount of vertical force. 

37. 'Warren or Triangular Thiss ; every Joint Loaded. — 
The truss marked V is usually known as the Warren Girder ; 
although.the name Triangular Truss is often used, and is appro- 
priate. Every joint of the bracing is loaded ; the loads on the 
bottom chord at B, E, &c., being transferred to C, F, &c., by the 
vertical suspending rods B C, E F, &c. These rods carry what- 
ever load can be placed at their lower ends. No part of one 
chord has the same stress as any part of the other chord ; but 
a section at successive joints, by the usual analysis, necessarily 
determines the stress in the opposite pieces of the chord : thus 
the ordinate of the diagram for chord-stresses, which comes 
above C, will be the tension in A D ; the ordinate above D will 
be the compression in C F, &c. The stresses in the braces will 
be foimd as usual ; but, by reason of the alternating inclinations 
of the pieces, they will be successively compression and ten- 
sion from the abutment to the middle. The same rule will hold 
beyond the middle as far as counters may be necessary ; so that 
a certain number of the inclined members must be struts and 
ties alternately, as they change from main to counter-braces 
under a passing load. In this particular example one piece 
each side of the middle must be designed to resist tension as a 
main brace, and a small amount of compression as a counter- 
brace. As it is of doubtful economy to have one piece repeat- 
edly undergo a reversal of stress, some builders use a hollow 
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strut with light tension rods within it when a main-compression 
member has to act as a counter-tension member. Tension bars 
are stiffened against a moderate compression by a light lattice 
bracing of flat bars riveted to the edges. 

Sometimes, though rarely, this truss is loaded upon the top 
chord, when this figure inverted wUl represent the case : B C, 
E F, &c., must then be replaced by vertical struts, and the 
series of inclined members will begin with a tie. 

38. The Same ; alternate Joints Loaded. — When the ver- 
ticals are omitted, the load will come upon alternate joints, as 
seen in Truss VI. The shear ordinate will be measured mid- 
way between the loaded points, as usual, and belongs to the 
diagonals on each side of it ; so that the diagonals in paurs will 
have the same amount of stress: that is, the compression in 
A B equals the tension in B C, the compression in C D equals 
the tension in DE, &c. For this truss also, KL will be a 
strut, and L M a tie, when the rolling load extends from the 
right abutment to M : but, when the load covers A K only, 
these pieces undergo stresses equal to those in G I and I K for 
a load on the right segment up to E ; EL will then be a tie, 
and L M a strut. Web members near the middle of the truss 
must therefore be adapted to both compression and tension. 
Lines from i, d, /, t, and Z, in the shear diagram, parallel to 
these braces, will give the amount of stress in each, as usual. 

The stresses in the pieces of the top chord will be given by 
the ordinates over the corresponding joints of the bottom chord, 
as was done for both chords of Truss V. But, to find the ten- 
sion in A C of the bottom chord, the plane of section must pass 
through B ; and the ordinate will therefore be the one at B' in 
the diagram below the truss. The tension in C E will be given 
by the ordinate at D' : hence the ordinates at B', C, D', E', &c., 
will be the stresses in those pieces of the chords which lie above 
them. The funicular polygon is drawn as usual, with angles 
under the loaded joints ; but additional ordinates are drawn to 
the middle points of the sides. 

When the top chord is to be loaded, the truss may stand as 
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here sketched,' or be-rinverted, and the web system will, then 
begin with a tie. Shifting the loads from the bottom to the 
top chbird moves ithein laterally half a pjanel, if the truss is 
not inverted; and hence the chord-stresses are. changed: the 
method of analysis is' not affected, however." 

89. Comparison of TruBses; — We; show in the annexed 
table, in one view, those parts of the six trusses which have the 
same stress. The first portion of the table is devoted to the 
chord pieces which correspond to the ordinates V W, T U, R S, 
and Y O ; and below them will, be found those web members of 
each truss whose stresses have vertical componenis equal to b r, 
dw^fxy if/yOhdHz. . The span and the load are in each case the 
same: ; ^ ' ^ 
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I We h^ve added to ifch^ ibrusses just discussed two other types, 
resulting from efforts of. the designers to invent trusses which 
shall carry additional loads without an increase in the number 
of panels ; that is,, when the panel joints become so far removed 
from one) another, by reason of the height of tiie truss combined 
with the desired angle of inclination of the diagonals, that it is 
thoiight best.to concjelitTlEtt0 loads at intermediate points, they 
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have introduced short auxiliary pieces to support such loads> 
riaoro or less directly! . , . ; ; -^ 

40. Baltimore Bridge Company's latent Truss. — Taking 
up first the truss marked VII,- and -drawing the diagrams ; 
marked Fig. 12, we ^ee that A C,- C E, E G, iarid G K, of the top , 
chord, will have stresses equal to the ordinates B' F', C G', D' I'^ 
dnd E' K', which are here drawn on the other half of the span 
to acconimodate the shear diagram. It is also evident that the 
vertical force in MB, D,- Q F, S I, and U W, will be given by- 
5n, dp^ fr^ if, and Iv^ all of them being tension members. 
M N, OP, Q R, &c., will have a tension of whatever weight is- 
placed at N, P, R, &c. When the moving load extends from' 
the right abutment to N inclusive, the shear in the panel L N 
will loe am; and this shear will be distributed between A M and- 
L M, extending the former, and compressing the latter. At that 
time the shear in M B will be less than b », since a load is at N ;• 
and its amount will be determined by drawing a line through a 
parallel to xu; which line is, in this case, xu itself. By refer^- 
ring to the enlarged sketch, Fig. 13, it will be seen that the dis- 
tance from n to the point r, where this line cuts n 6, will be the 
shear then existing in M B. If r a is drawn horizontally, mak- 
ing sm =:rn^ sq drawn parallel to M B will be the stress in 
that member at present, while a sis the load at N which passei? 
over L M and A M together : hence q t will be the tension ir' 
MA, and t a the compression in L M. Or, by other.. reasoning^ 
at the point M meet four pieces : the tension in M N is known- - 
that in M B has just been determined : the other stresses will b^ 
found by completing the quadrilateral in the order as, sq, qt\ 
ia. T?he horizontal component of the stress in L M will be th^ 
tension in L B, while the vertical component of the tension in 
A M will b^ the compression in A L. 

In the same manner, for the panel B D, the ordinate c o and 
the portion oidp cut off by a line through (?, parallel to xu^ ar6 
to be used. Fig. 13 will illustrate this case also. The stress lii 
C B will then be' obtained from that in C O. As it is apparent, 
however, by a sketch like Fig. 13, that we shall always haVe a % 
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equal to a panel weight, since 9n n is a panel distance, therefore 
L M, BO, D Q, &c., each carry one-l^alf a panel weight as a 
vertical component ; and AM, C O, E Q, &c., will carry one- 
half panel weight less than the shear am, (? o, &c., in their 
respective panels : hence, upon passing the centre I, E U will 
l>e necessary as a counter, if the ordinate at A; is more than one- 
half panel weight. As B O and D Q are the only pieces which 
from their inclination prevent the tensions in B D and D F from 
being equal to the compressions in A C and C E respectively, 
the stress in a bottom chord piece will be found by adding the 
horizontal component of to, Fig. 18, to the stress in the proper 
upper chord piece. 

If the polygon for chord-stresses had been constructed with 
angles under every loaded joint, we might also determine the 
bottom chord-stresses from that ; for, if C represents the com- 
pression in a certain panel of the top chord, and T represents 
the tension in the same panel of the bottom chord, while k 
denotes the height of the truss, we shaU have, if we make a 
vertical section through, and take moments about, any such joint 
as O, the moment of resistance = T.iA-|-C.iA. If the ordi- 
nate under this joint represents chord-stress in place of bending 
moment, it will already have been divided by k : hence the 
ordinate below O denotes half (T + C) for the pieces B D and 
C E. But the compression C in C E is given by the ordinate 
below the joint D ; hence twice the ordinate below O minus the 
ordinate below D will be the tension in B D : or, from the ordi- 
nate below O subtract the amount by which it falls short of the 
ordinate below D, and the stress in B D will be obtained. The 
process may be repeated for the other pieces of the bottom 
chord. 

The inclined portal at the right end of this truss is a modifi« 
cation which affects only the end panel, as before noted. It 
will be useful to recall the points developed in Part L, " Roofs," 
that any alteration of pieces in a panel cannot affect parts out- 
side of that panel which are not displaced by the change. 
Since Truss VIII is Truss VII inverted, bringing the load on 
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the upper chord, the analysis will be similar, and need not be 
repeated. 

41. Kellogg's Patent Truss. — In this truss, marked IX, the 
tension in M N will be given by the ordinate for that joint, or 
B' F' ; the compression in C E and the tension in D O vnU. equal 
C G' ; and in the same way D' I' applies to E G and F P. The 
middle ordinate belongs to the middle panels of the top chord. 
The ordinate aw will be the shear in AC; dp^ the shear in CD; 
/r, the shear in E F; ity that in G I ; but ku gives the shear in 
the counter E L. The vertical component of the stress in M C, 
C N, E O, and G P, is the amount of weight at M, N, &c. The 
horizontal component will be resisted by the lower member. 
The tension in A M will be the horizontal component of the 
compression in A C ; the stress in M N has already been indi- 
cated; that in N D will be greater than the tension in M N by 
the horizontal component of the stress in N C. The stress in 
O F is increased by the same amount over that in D O. The 
force in B C equals the weight at its foot. The compressions in 
D E, F G, and I K, are given hj eq^ g «, and hu. A right- 
angled triangle whose hypothenuse is parallel to C N, and whose 
altitude equals a panel weight at N, may be drawn to give the 
stress in C N and the horizontal component to be added for 
the stress in N D, or the three forces may be compared by 
the similar triangle B C N. 

Any other paraUel-chord trusses with single systems of bracing 
can be analyzed in a similar way. 

42. Plate -GHrders. — Where, from lack of room, we are 
obliged to make the ratio of the height of a truss to the spant 
small, and where the load per foot to be carried is large, as is 
the case with short span railway bridges required to carry a 
locomotive whose drivers will cover a considerable portion of 
the span, a plate girder may be the most desirable form of 
bridge. In this case it may be conceived that the web members 
have been made so thin in the dimension tranverse to the span, 
that they occupy with their other dimension the whole of the 
web. It is still supposed that the plate of which the web is 
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now formed withsta^nds all of the shear, and that the moment 
of the stresses in the two flanges resists the bending moment. 
j^s the-web is quite thin, this assumption involves no material 
error. The web is usually of one thickness throughout the 
span,, and hence should be thick enough to withstand the shear 
at the abutments : it should also be thick enough to resist 
compression in a direction of 45° with the horizon, of an amount 
at each section equal, to the shear at the same section.; If .the 
web, computed by Gordon's Formula, as a column of 1.4 times 
the height of the girder, and of a thickness required to resist the 
shear, is nqjb thick enough to carry this thrust^ vertical) stiffen- 
ing ribs of angle, or T iron are usually riveted to the web- at 
such ^ distance ^part as shall reduce the length of the; com- 
pressed piBce, measured at an angle of 45° between two verti- 
cals, to the: proper amount for the given thickness and compresT 
sion. It results that usually no verticals will be required near 
the ■ middle pf the span, but that there 'vill' be a^essandiesa 
interval between these stiffening ribs as we approaqh the; abut- 
ments. From practical considerations, thq wetj is generally not 
less than i inch to S inch thick, — an amount usually enough to 
resist the shear. ' . 

In deteymini^Qg the, cross-section of the flanges, as the girder 
is'fpequentiy of |a uniform height from end to epd, and the 
flanges of a constant wi4th, we see that the thicl^ess qf the 
plates pf the flange at eaph section will be directly proportioned 
to the bending moment or chord-stress. Thejmay, therefoi^, be 
laid off on the p^raj)pla for benciing moment, and their lengths 
determined; Thusj^ suppose that the tensioij or compression 
in one flange at.mid-^an, from a ^uniform Ipad,^ is 100,000 
lbs., that the flangp i^ 8' inches widcy and that the safe g^tress 
on the square inch is 8,000 lb?. . Every 16,000 lbs. height of 
ordinate wiH require J inch, thickness of flange. , If, therefore, 
we draw the parabola pf Fig. 14 to represent the chord-stresses, 
and draw horizontal lines at intervals, in height, of 16,0()p\lbs., 
the length of the successive plates of the flanges may be easily 
measured off on the scale of the bstse-line which represents the 
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span. The thackneds of the plates- m^-iy^in^e^i'^^h^ 4 ii^h, 
and i mch, or as judgment dictates.- The le^ngtUs'of 'the pieces: 
can now be easily arranged to break jbint, and'th'e required' 
cover plates added above tO' supply the < defioij&ncy at joints; 
When cover plates come near together, they may be combined 
in one supplementary plate. ..: ' ■ ^ 

Fig. 15 is intended to show how the several pieces of the 
flanges and web should break joint. The i^ctangle at A repre-r 
sents the web 3' 6^' deep, and f thick, vertical angle irons being 
placed on the joints and the dotted lines. B gives the bottom 
angle irons, the top set being similar, and all 3i''X-8i'' Xi-* 
At C is shown the bottom flange, the top flange being the same, 
12'' wide i'' thick for 40 feet, and i" thick for the strip' whidi 
extends across the whole span. The cover plates fo!t ^ange^ 
are 26'' long. The above dimiensions are £ro{Q> ail%xiBti23fg 
girder of 65g ft. span. . ^- ^ : .. 'r 

43. Tmss of Odd Nuxnbeir of Panels. —^ Trusses which 
have a single system of bracing are usually designed with att 
even number of panels. But it is evident that an odd number 
of panels may be used if desired : indeed, as We shall see pres^ 
ently, trusses with a double system of bracing must have an 
odd number of divisions in one system. The truss of Fig. 16 
has five panels and four loaded points, not including the points 
of support. The equilibrium polygon^ or the diagram for 
chord-stresses is drawn below the truss; and it is seen that 
the maximum ordinate CO', as obtained by § 28, will XiOt repre* 
sent a chord-stress. But if we divide B' P. into five equal parts, 
corresponding to the number of panels in the whole truss, or 
twice the customary number of parts, and connect alternate 
points of division witih O^by O'Q and O'R, the ordiaates 
I' K' and L' N' will be the chord-stresses ; V K! existing in E N 
and PI, and U W being found in I L ind NO. The shears 
will be found as usual. The diagonals G I and F K cross the 
middle of the span, are not under stress for a complete Idad, 
and are properly counter-braces. The. panel G Fl K is some- 
times known as a cross-panel. 
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44. Trapezoidal Ttnaa. — Before closing this-bianch of the 
subject, we will allude to two or three trusses which should not 
be overlooked. The trapezoidal truss may be considered a 
truss of three panels, and will be made from Fig. 16 by remov- 
ing two panels. Its analysis is, therefore, the same. It is also 
easily treated by a stress diagram, as applied in Part I., 
^^ Roofs ; " and the reader is referred to Fig. 13 and p. 21 of that 
part. As the only piece strained to a maximum by a moving 
load is the counter, or brace in the middle panel, two diagrams 
— one for a complete load, and one for moving load covering 
one joint — will suflBce. 

46. Fink Tmss. — This type of truss, illustrated by Fig. 17, 
and invented by Albert Fink, does not properly belong to the 
class of thii^ chapter, as it has no bottom chord. When the 
travelled way passes at a level with the feet of the main posts, 
there may apparently be a bottom chord by reason of the 
arrangement of the lower lateral bracing ; but such a member 
is not concerned with the supporting power of the truss. An 
inspection of the figure will show that each short post will 
carry one panel weight; each post at the quarter-span, two 
panel weights ; and the middle post, four panel weights. The 
stress in each tie must have as a vertical component one-half 
of the weight on the post which it supports. The compression 
in the top chord will be uniform from end to end. A moving 
load covering the entire span will cause the maximum stress 
in every piece. If a seetion is made at the middle of the span, 
the stress in the main or longest tie may be obtained by taking 
moments about the middle joint of the upper member ; and, that 
stress being known, a section at the quarter-span will give the 
stress in the next tie. But moments taken about the bottom 
of the centre post wUl not give the compression in the upper 
member, as the stress from the ties which meet at the middle 
joint of the upper member must be added. 

A modification of this truss has been used, which is shown in 
Fig. 18 ; and there is a bottom chord in this design. We have 
drawn a half-span, and will leave its analysis, which presents 
no special difiSculty, as an exercise for the reader. 
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46. BoUman Tmsa — The truss of Fig. 19, designed by 
Wendell Bollman^ also requires no bottom chord. If the load 
is upon the lower line, the portion of load at each apex is dis- 
tributed to each abutment directly by the two independent ties 
which run from each loaded point. The bridge being loaded 
throughout, the compression in the upper member will be the 
aggregate from the several triangular systems, and will be 
uniform throughout. The verticals will theoretically have no 
duty to perform : practically they keep the upper member from 
bending under its own weight and the thrust. If the load is 
on top, the posts will each carry a panel weight. The inventor 
added diagonals in each panel, giving a separate means of sup- 
port for the foot of each post. Most of the ties run at too 
small an angle with the horizon, and their section will be large 
for the amount of vertical component which they convey to the 
abutments. The truss is not an economical type, therefore, and 
has been but seldom built. 

47. "Wind Bracing. — The wind exerts a thrust against the 
side of a truss, generally in a horizontal direction; and this 
thrust must be allowed for. Wooden bridges which are covered 
from the weather will expose a large surface to the wind ; but, 
in any case, the total pressure will be obtained by multiplying 
the area of exposed vertical surface by the greatest intensity of 
the wind pressure per square foot, the latter being taken at 
from forty to fifty pounds. To the lateral surface of the truss 
add, for an open or a deck bridge, the area offered to the wind 
by a train of cars. The wind pressure on the bridge wiU be 
a uniformly distributed force, acting horizontally; and it will 
be resisted by a system of trussing between the two upper 
chords and also the two lower chords of the bridge, arranged 
upon any convenient plan. Usually the Howe Truss type of 
struts diagonal and ties perpendicular, or the Pratt type of ties 
diagonal and struts perpendiculal*, to the chords, is used. Both 
diagonals will be required in each panel of the lateral bracing, 
as the wind may blow from either side. The pieces of the 
bracing should, properly, increase in section as they approach 
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tbe i^abutments. ' Quite often they are made,' of one unil^rm 
section throughout the bridge. ' ".f 

-, As the cross-»sectio'n of a bridge is a hollow rectangle, the 
thrust of the wind tends to rack it more or less. ' Vertical 
lateral bracing can be introduqed in ia deck bridge, should 
never 'be omitted when the truss is supported at the ends of the 
flower chord, and should meet the chords at the same points 
(With the, horizontal lateral bracing. In other. cases^ ^^Qcially 
in through bridges, short knee-braces or gusset-pieces are used 
to give stiffness to the rectangle. Sometimes; the verticals, if 
sttuts, are jspread' at the bottom transversely to the tru3S to aid 
in giving stability.. The wind pressure has an overtiirning 
moment equal : to the total pressure multiplied by the vertical 
distancd of the point of application of the resultant wind press- 
ure above the abutmient;- and this is resisted by the wedght 
of the bridge multiplied by its half-width between, centres of 
trusses, or by the tension of bolts which inay fasten the trnsg 
to the maspuTy. . 

Mdxi7nV'm Stresses from Gcmcmtrafed Moving Loads. See 
Appendix, p* 178. ' 
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CHAPTER IV. 

- TRUSSES WITH HMtkzONTAL Cff6Ri:)di -^MTTLTIPLE SYSTOMS ' 

. , , ., . ( ^ 

48. Doable Ouaar2m§fnlariTni^;-^''\^ie^^^ 6t 

-span and corresponding econordical' Height of triiss, 'Wxthk 
■single, system of' bracing at tte usual incHnati^nv panel; jcto^ 
come tbb'far apdrt, it is freq^nently tire to addWothet 

Independent ' system of- bracings ' Such tirusses will 'liow be 
'<fisctissedi The truss * of Fig. 20 is the first one to be' taken 
up. ' Wher^thec6mpression' members of the web are vertical, 
*and the- ties 'inclined, thete seems to be a general agreement 
tiiat an inclination, for the -Htfer members, of 45®, is the most 
economical: hence follows this type of truss when thei' height 
is mUchmoi^e than a desired panel len^^.' The^namd of daithh 
qtiadrafiffular trush msif be used to d^^ghate it^ distinguishing 
it from the single quadrangular 'of a preceding' section: littoy 
apply 4)he term doHble intersection^ meaning- that tiie tie cfrossfes 
two panels : it Is »aisb kiiown^as the Whipple Truss, and is prob- 
ably better eiititle(i'^ to that name thanks tiie* truss *bf Fig;. 11, 
II, III. An inspection bf the figure wiltshbw that there arfe 
two independent systems of bradiig. The two trusses thus 
formed'to^ht, therefore, be analyzed' separately," and the chbrd-: 
Stresses' found in the complete truss by the addition oi thb twd 
stresses which would coexist in each panel. Thus (OhesystemL 
would give a certain Compression in BF^ the; other system a 
compression in D I :. the addition of these stres^s would give 
the stress in the piece D F. , ' * 

•' .49. Chord-Stresses.— But it is -quite easy to treat thfe; trus^ 
as a whole. " The;beriding tnbments and shiears being inde^end- 
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ent of the type of truss, the two diagrams for these quantities 
will be drawn as usual, and are seen below the truss. The 
ordinates in the first diagram may as well denote chord-stresses 
for a single truss of ten panels, as the bending moments will 
all be divided by the constant height AB. One method of 
analysis will now be given : a second will follow in § 53 (also 
see § 65). When the truss is fiilly loaded, the counters, repre- 
sented by dotted lines, will be free from stress, and the middle 
ordinate, N' (y, will be the compression in the top chord from 
I to S. Upon making a vertical section, and taking moments 
at E, the stress in I L would be given by the ordinate E' 1/, if 
it were not for the piece I N, whose stress has a horizontal com- 
ponent, with a moment arm about E equal to one-half the 
height of the truss; but, as we have found aUfeady that the 
stress in I L is equal to N^ O^ the fact that N' O' exceeds E^ V 
must be due to the tension in IN. If, again, moments are 
taken about L, the stress in E N would also be E' L^ if it were 
not for this same piece I N ; and, as it is evident that the hori- 
zontal component of the stress in IN where it crosses LE 
acts with only half the arm with which a chord-etress acts, this 
horizontal component in IN must be double the amount of 
force, which, exerted in the chord, would have the same 
moment. And as, at any section in the panel E N, the tension 
in E N plus the horizontal component of the tension in I N 
must equal the compression in L O, we will project O' hori- 
zontally to ly, lay off the distance T^L' at L'U', making 
T'U' = 2T'L'; when, TV being equal to the horizontal 
component of the stress in I N, E^ U' is equal to the tension 
in E N. By construction, E' U' -{- U' T = N' O'; and, as 
it were, half the force from IN affects IL, and the other 
half affects E N. Since the tension in E N equals the 
compression in F I, by a similar course of reasoning we can 
get the stress in G E from the stress just found in FI 
or E N. 

But perhaps the reasoning is more clearly stated algebraically. 
Let C = compression in any piece of the top chord, such as 
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D F. Let T = tension in piece of the bottom chord E G, on 
the other side of a vertical section at E. Let H' = horizontal 
component of tension in the diagonal D O which crosses the 
section, and k = height of truss ; then, taking moments, 

AboutE, M=: C-ifc — H'-Jifc. 
About F, M= T-ifc + H'*Jifc. 

Adding, 2M = (T + C)ifc, or T + C = 2M^ifc. 

As M -7- A = ordinate E' F', it is evident that T must fall 
short of E' F' by the amount that C exceeds it. 

Hence follows the rule : Project O' horizontally to T^ ; lay off 
ly L', the intercepted portion of the vertical that is below L', 
at U U' ; project U' similarly to Y' ; lay off V V at T W; and 
so proceed as indicated in the figure* The ordinates terminate 
ing at O', U', W, &c., will be the chord-stresses in I O, F I, 
D F, &c., while the lower chord-stresses will be the same as in 
those pieces of the top chord which come between the same 
neighboring diagonals; or, if preferred, the points marked 
within the curve belong to the adjoining panels of the lower 
chord on the side next the middle, and the points without the 
curve to the adjoining panels of the upper chord on the side of 
the abutment. See p. 77. 

50. Stresses in Diagonals and Verticals. — Turning our 
attention to the shear diagram, we see that the shear in the first 
panel, A C, is equal to (?/, the ordinate below the middle of 
this panel, and that this shear must be divided between the 
two ties in thi& panel, B C having a little the larger portion, as 
the set of trussing to which it belongs has one more loaded 
joint than the other system. When B C is strained to its maxi- 
mum, the load must cover the whole truss, including the joint 
C : therefore the counters will not be in action, and I N will 
have a stress due to one-half the load at N. To this vertical 
component as it passes through G D will be added the load at 
6, the corresponding load at R being carried to the other abut- 
ment; then the load on GD must pass through B C, and, in 
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addition to it, the load at C, making the vertical component of 
the tension in B C equal to' two and one-half panel weights. 
Since thete ^are' ten panels in the span, this amount is one- 
quarteri of the-feWire weight of the truss and load. As a I 
represents one-half of the same combined weight, divide ab at 
its middle point rf, and project d horizont^Uy to u; then, ad, 
db, or cu, will be the shear in 'B C, and w/ musibe left for 

When we pass to the next panel C E, the total shear will be 
iij distributed in S !B andD G when the load extends from T 
to E inclusive. But the removal of the load from C can pro- 
duce no effect; on B E : 'hence uf wUl still be the shear in B E ; 
and, if uf is laid off at ev^ vi will be the shear in D G. Thus 
ilt':the construction necessary is, bisect the end vertical ab, 
lay off by scale or parallel lines the upper half at the bottom 
of 'the next ordinate, then the tipper portion of that ordinate 
at the bottom of the next, and s6 on, when the two portions of 
each ordinate will be the shears in the two diagonals in the 
panel whose middle it occupies, the lower poirtion belonging to 
the 16 wet diagonal, arid the upper portion to the one above. 
By drawing lines pa.i'ailel to the ties, the stresses in them are 
obtained. The verticals carry the stresses of the diagonals 
which run to their upper or unloaded ends. 
.< SI.* tnclined End-Posts. — Fig. 21 shows the usual modifica- 
tion of the ends of this truss. Such a change introduces a' 
certain though generally trivial indet^rmination in the calcu- 
lation of the stresses: it arises from the fact that the weight 
at W, conveyed to' X by the tension rod W X, may be classed 
with the System ' of weights which affect XR, RS, SN, &c.i 
or with XUi U V, VP, &c.- If we use the shear diagram of 
Fig. 20, or imagine the truss of that figure to be modified at the 
ends, we see that the shear in T X will be <?/.' The' total shear, 
in the next panel U W will be e i. The rolling load previously 
at W has been rem^ve'd for maximimi shear in the panel U. W, ' 
and hence there is a doubt whether its removal has affected 
X TJ; X R,' or bpthi li it. belongs with the weights at K, N, ' 



&c;, the previous analysis for shear ib correct,' aiid e v will 
belong to X U, while viwilLbe the shear in XR. If; on the 
other hand, it belongs with the weights at U, P, &c;, X R will 
have a greater stress, and XU a less, than just given. When 
the panel weight of rolling load w' was removed from W, the 
reaction at T was, for this example, diminished by 0.9 1^, and 
at A by 0.1 w?' : therefore the shear in X U, oU; the second sup- 
position, will be ev' — Q.l:t^, and in X R;1vill be vi -}- 0.1 ti/. 
The alternate points v, w, &c., will therefore move down and 
up by this oonstdnt : g^mount ; and the indeterminateness lies 

within the amount =^, where N == number of panels. 

What portion of the shear in X U this change affects may be 
seen as follows : Ifw = panel weight of steady load, 6 c? = J a 6 
= eu = ilif (w + w%cf = ^(n — l) (w + t(/), ev = uf 
= cf — c u = (i N •^— ^) (w; -f- v/^ ; then the shear in X U may 

be altered to (i N — J) (^ +t£0 — -jh^* Th® variation in 'amount 

will not usually be more than one or two tons, chan^ng the 
cross-section an almost inappreciable ambimt. 
: 52. Odd Number. of Pimela — If this type of truss, Fig. 22,' 
has an odd number of panels, the method of finding the sttesses 
in the chords will not be changed ; but it will be noticed that 
K N, the middle panel of the lower chord, has the same amount 
of stresd as e;dsts in F V. By referring to § 43^ Fig. 16, thel 
change in l^e.moment.or chord-stress diagram! will be seen,' and. 
the analysis may be conducted as usual. When we turn to the: 
consideration of the stresses in the diigonails, we find that when 
the whole truss is loaded, and consequently the ties in the. 
middle panel as well as the rest of: the Counters are not in 
action, each system .of bracing has the same number of loaded 
joints. The shears.in B and BE in the first panel must then 
be equal, and each will be one-half of the ordinate for that 
panel. If the rolling load is removed from C, it. first appears 
that the subtractioil bf.thesjiear in BE from the ordinate for 
shear belotigiog .to the second panel will 'determine the' 
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remainder to be carried by D G ; for the system of weights 
E E N R has not apparently been disturbed. But the removal 
of the weight from C carries the centre of gravity of ihe 
remaining weights on the system C G P S to the right of the 
mid-span, and hence brings into action one of the dotted 
diagonals. As those diagonals which cross the middle connect 
loaded joints of alternate systems, the distribution of the shear 
in the two diagonals of any panel is rendered indeterminate 
between certain limits. 

To illustrate : Remove the load from C, and suppose that the 
stress in B E is unchanged. ' The shear in B E will then be 
2 («^ + w/), if «^ = steady load, and u/ = rolling load per joint. 
The shear in F E will be t^ + u/, and the load at K will then 
reduce the shear to zero, so that no counter is needed for this 
system. Passing on, we should have 2 (w + ^) in R U also. 
Again : as the reaction at A must he ^ w + S^ u/, the shear in 
B C will he 2 fv + 1^ v/y in D Q w + 1^ u/; and, on passing G, 
the shear is ^ t^, which must pass through I N : then we shall 
have w + 1^ ti/ in N V, and 2w + 2^u/m RU; which does 
not agree with the previous deduction. If, on the other hand, 
we start from T with a reaction of ^ w + 3^ tt/^ and suppose 
that 2(w + vr) passes through R U, 2 w + 1| w/ is left for U S. 
The diagonal W P will then carry w + f ^V ^.nd, on passing P, 
the shear changes to — ^ w/, which must, therefore, go through 
P L. The shear in F E becomes w + 1^ «/, and in BE 
2w + 2^ti/i which is greater than before. We may, therefore, 
have the counter I N or L P in action as soon as a load is 
removed from C ; and B E may, on one supposition, carry more 
than when C was loaded. The total shear in any panel will 
remain the same ; but the distribution of a small portion between 
the two ties will be in doubt. An odd number of panels for a 
double-system truss is not desirable on this a»ccount. The two 
possible ways may be provided for by a suflScient cross-section 
of the pieces in question. 

53. Triple Qnadrangular Tmss ; Chord-Stresses. — In this 
truss, Fig. 23, the diagonals cross three panels. In finding the 
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chord-stresses here, we will, for practice, avail ourselves of a 
method which might have been applied to Fig. 20. By refer- 
ence to that figure, it will be seen, that, the truss being loaded 
throughout, the difference of the stresses in L O and K N is the 
horizontal component of the stress in IN, and is, therefore, 
equal to U' T'. Similarly, for the panel G K, the difference 
between K'T in I L and G' W in G K is the sum of the hori- 
zontal components in I N and F K : U' T^ being equal to the 
former, V W must be equal to the latter. The vertical com- 
ponent of the stress in I N is one-half the load at N. If the 
member slopes at 45°, the horizontal component will be the 
same. The vertical component in F K is the load at K ; that in 
D G is the amount in I N plus the load at G : hence the hori- 
zontal components U^T', W'V^ &c., being readily obtained, 
can be plotted in a series of steps from O' up, and the desired 
chord-stresses are obtained. 

Turning our attention to Fig 23, neglecting all counters, 
and proceeding to find the chord-stresses, we will note, that, if 
v/' denotes a panel weight of steady and moving load combined, 
the shear in \Y = hw", in FN = w^ in D K = w/^ in 
B G = li w;Mn B E = 2 w", and in B C = 2 vf\ If the ties 
slope at the economical angle 45°, the horizontal components 
also will be as above ; if not, the horizontal component will be 
the product of the vertical component into the ratio of the 
horizontal projection of the tie to the height of the truss. Let 
us suppose that they incline at 45°, with the exception of B E 
and B C. Determine the middle ordinate P' Q' for chord-stress 
at the middle of the span by the formula of § 28. This stress 
will be found from I to Q. Draw Q'L' horizontally. The 
stress in N P = P' Q' — i vf\ Lay off i v/' from O' to O'', and 
the stress in N P = N' O''. Stress in N P = stress in F I : there- 
fore project O^' horizontally across two panels to F, and do the 
same with points determined later. Imagining an oblique sec- 
tion passed through F I and K N, we see that the difference of 
stresses in these two chord-pieces is due to FN: therefore 
stress in K N = stress in F I — t^/' : lay off vf' from the point 
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where O" I' crosses K' L', obtaining K' L'' as the tension in K N, 
and compression in D F = E' F'. Similarly, stress in G K = 
stress in D F — w/^ or K'L'' -e/' = G'F. Stress in EG = 
Stress in G K, or B D, — 1^ v/' = E' F'^ Stress in C E = stress 
in EG — horizontal component of stress in BE = E'F'' — 
§ 2 vf\ or C D^', since B E only runs two panels. The accuracy 
of the results is checked by finding that C Y>" = horizontal 
component of stress in B C = J . 2tt/\ The points O", L'^, &c., 
within, give stresses on the pieces of lower chord which lie to 
their right ; and the points Q', L', I\ &c., without, belong to 
the pieces of the upper chord which lie to their left. 

54. Stresses in Diagonals and Verticals. — When this 
truss is completely loaded, the points G, P, and V belong to one 
web system; E, N, R, and W, by symmetry of load on the 
span, belong to a second system ; and C, K, T, and X belong 
to the third web system. If, however, the counters run at the 
same inclination with the main ties, the latter two systems will 
be joined to one another by the counters, and the distribution 
of the shear for a partial load will be rendered indeterminate 
to a certain small amount ; the sum of the shears for the two 
ties of those systems which cross any panel being a definite 
quantity. As this matter has been referred to before, we wiU 
suggest the modification of the counters shown in the figure ; 
those diagonals which cross the centre running to joints of 
their own web system, as noted above. The change affects 
but two sets of counters, and the ambiguity is removed. The 
truss being so arranged, we may find the web stresses as fol- 
lows : — 

The several systems carry, as seen above, three, four, and 
four panel weights respectively. The shear in the panel A C, 
when the entire truss is loaded, will be, for each tie, half the load 
on its system. Laying these quantities off in order from below 
upwards at bw^wx, and a;y, they will be the shears in B C, B E, 
and B G in the same order. The diagram is reversed to save 
room. When the load is removed from C, the shear in the panel 
C E is c? d : the shears in B E and B G not being affected by the 



I 



^3<: 



>,*•*« 



it.- •■*'-" 









.<«•• 




N 



c 



."> 



y 



/" 



I. 




67 

^ drawing a line y k 
3 from a;.' the shear 
-fclie removal of the 
JLI he ef; and upon 
'^ ;3r, the shear /w in 
^slgIo^ the panel P R. 
and LT have 
middle vertical, 
m the ordinate 
the panel RT 
isary: therefore 
^e at %; and, as 
ey will be sub- 
«; but, if any 
this panel, the 
e resumed. 

If the truss 
it by either of 
'russ. We will 
x?eader to follow 
, the tie L N, 
J- iave a shear of 
t>^ found in the 
'^'"ill be increased 
t^^ar in F G and 
'ti-e other system 
i^^^der the weights 
^s, and the shear , 
and DA there 
'-^ usual polygon 
"taking moments 
^Section is made 
find, since K O 
The difference 
the horizontal 
*Htal component 



68 BBIDGE-TBrrBSES. 

due to a shear of half a panel weight. As all the braces, struts 
or ties, slope at the same angle, the horizontal components of 
th^ir stresses will be simple multiples of O' U. The difference 
between the stress in L O and that in I L will be due to the 
two horizontal components in L N and L G ; likewise, in the 
bottom chord, the stress in E G will be less than that in G K 
by the sum of the horizontal components in L G and F G. 
The compression in L O having been determined as N' O^ and 
the horizontal component of the stress in L N having proved 
to be O' U, subtract 2 O' U from N' O', or make U V = O' U, 
to obtain K'L'', the compression in IL. The stress in FI 
will again be diminished by reason of the action of I K and I E, 
or by 4 O' U. From the well-known property of the parabola, 
if O' U is the distance that L' is vertically above O^ I' is four 
times that distance above O^ As twice O'U has been sub- 
tracted already from W 0\ to subtract 6 O' U it is necessary 
to make Y V = 2 O' U, and G' F' will be the compression in 
F I. To get the stress in D F we must again subtract 6 O' U, 
, or 12 O' U from O' N'. From O' to F verticaUy being 9 O' U, 
' make F' F" = 8 O' U, and E' F^' will be the compression in D F. 
In the same way, 8 O' U must be again deducted upon passing 
the joint D, or D' D'' = 4 O' U- 

For the bottom chord the stress in K N was found to be K' L'. 
The tension in G K will be less by the horizontal component of 
I ,K or 2 O' U. As O' U has been subtracted in going from O' 
vertically to L', and as the whole vertical distance to I' is 
4 O' U, to subtract, in all, 3 O' U from N' O', brings us to F^ 
a distance I' T'^ = O' U, below F. Passing G, we must sub- 
tract 4 O' U, or, in short, add 2 O' U to E' F, making E' F''' = 
tension in E G. Without elaborating further, we have the 
rule: — 

Set off, insidjs the parabola, once, twice, thrice, &c., the dis- 
tance which O'N' exceeds K'L' on the successive ordinates 
from the middle, at L'^, Y\ F^\ &c., and outside the parab- 
ola, at V'\ ¥''\ D'^', and A"'^ commencing on the second ordi- 
nate from the middle. The inside points will determine the 
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upper chord-stresses, and the outside points the lower chord- 
stresses. The accuracy of the construction will be checked by 
C D'' and A' A"\ being respectively the horizontal components 
of the stresses in B C and A D. The construction on the right 
half of the chord-stress diagram of Fig. 20 may now be proved 
for the truss of that figure, the difference between W O' and 
K'L' being laid off once, twice, thrice, &c., on successive 
ordinates, both inside and outside of the curve, as indicated by 
the small circles. 

The construction of Fig. 24 may also be made as follows : 
Draw U U, F V, F' W, &c., horizontally across one panel; lay 
off O'U at UU' and TF'; lay off U'Y at TF and F'F^'^; 
and so proceed to the close. 

The distribution of the maximum shear between the two 
diagonals of each panel is easily obtained. One of the two 
systems into which the web members may be divided, having 
one more loaded joint than has the other system, will carry one- 
half the entire weight of one truss. For example, the truss of 
Fig. 24 has ten panels ; the system B C F G L N, &c., has five 
loads: hence,. when the truss is fully loaded, the shear in B C 
will be one-half of the end ordinate; and, if this half is pro- 
jected upon the ordinate in the middle of the first panel, the 
remaining portion will be the shear in AD. If the load is 
withdrawn from C only, the shear in D E, which belongs to the 
system not connected with C, cannot be disturbed, and must 
be equal to the amount just obtained in AD. Deduct this 
amount from the ordinate for the panel C E, and the remainder 
will be the shear in C F. Thus the operation is the same as in 
finding the vertical components of the stresses in the diagonals 
of the double quadrangular truss, § 50. Some pieces in the 
middle portion of the span will be subjected to alternating 
stresses of tension and compression, as in the single triangular 
truss. 

If the load is upon the upper chord, the chord-stresses will 
change from one chord to the other, and the diagonal stresses 
from one diagonal to the other, all in the same panel ; tlie 
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change being one of amount and distribution, not of kind. 
That the stresses are changed arises from the fact that a load 
on a joint, when shifted from one chord to the other, is also 
moved laterally in its own system half a panel : in other words, 
the two systems change places. 

56. Lattice Girders. — Multiple systems are used in the 
triangular type of truss in riveted bridges, when the diagonals 
are frequently riveted together at intersections, and a lattice 
girder is produced. It is probable that such connection of the 
diagonals causes more or less distribution of stress from one 
web member to another ; and the compression members, being 
stayed at frequent intervals, may be much more slender than 
would otherwise be possible. Although the several systems of 
Fig. 25 may be distinguished, and the stresses carefully deter- 
mined, riveting of the diagonals to one another destroys the 
accuracy of such discrimination; and hence the assumption 
which is commonly made — that the shear at any section will 
be equally distributed over the pieces of the web cut by the 
section, and that the chord-stress in any panel will be found 
by dividing the bending moment at the middle of that panel 
by the height of truss — does not materially err from the truth. 

For while it will be noticed, that, in such a truss as the 
quadrangular, the stresses in the two opposite chord-pieces of 
the same panel differ materially, — in fact, by the amount of the 
horizontal components of the web members in the panel, — it will 
be seen, that in the double triangular truss, and also in the 
lattice girder, the horizontal coipponents of the stresses in the 
^trut and tie diagonals in any panel . partially neutralize one 
another, thus bringing the opposite chord-stresses more nearly 
to an equality. Thus in Fig. 24 the compression in F I is 
G' F, and the tension in E G is E' F'''. They do not differ 
greatly from one another, nor from the ordinate at the middle 
of the panel : hence the above rule will give a very tolerable 
result. 

The verticals shown in the figure are introduced at more o» 
less frequent intervals, partly to distribute the moving load 
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between the upper and lower chords, but more particularly to 
form, with the struts of the lateral bracing at top and bottom, 
stiff frames to resist lateral distortion. Gusset-pieces also may 
be riveted in the interior angles between these verticals and the 
lateral struts. 

67. Post Truss. — The type of truss illustrated by Figs. 26, 
28, and 29, takes its name from its inventor : it is probably the 
outgrowth of an endeavor to study economy of material by in- 
clining the struts and ties at the most economical angle. While 
the length of a tie has no influence on the cross-section neces- 
sary to carry safely a certain stress, the dimensions of a strut 
depend upon, its length; and hence, the shorter it can be made, 
the less its cross-section will be. Mr. S. S. Post proposed, that, 
calling the distance between loaded points* one panel, a tie 
should extend across one panel and a half, and a strut across 
one-half of a panel, the height of the truss being one panel 
and a half; so that the ties should slope at an angle of 45°, 
and the struts at an angle of 18° 26', with the vertical. As a 
tie and a strut together extend over two panels, the web mem- 
bers must form a double system. The counter-ties will also 
slope at 45°, owing to the peculiar arrangement of partn. The 
joints in one chord occur midway between those of the other ; 
and it will be noticed that each counter connects the joint 
of one system with a joint of the other system, thus intro- 
ducing an element of indetermination into the attempt to find 
the web-stresses. 

While this form of truss has been, so far as our knowledge 
goes, used exclusively as an over-grade or through truss, there 
appears to be no reason why it may not be employed in a 
design for a deck-bridge; and, as the method of finding the 
chord-stresses differs in the two cases, we shall give both. 

58. Load on Bottom Chord ; Chord-Stresses. — When the 
moving load is carried upon the bottom chord, we notice a 
peculiarity in the distribution of this load on the truss, which 
at once distinguishes the latter from all that have preceded. 
If the truss is N panels long, N loads are concentrated at joints 



72 BBIDGE-TBUSSES. 

of the lower chord, the first and last loads being distant half a 
panel from the abutments ; so that, if the span is divided into 
N equal portions, the loads are concentrated at the middle of 
each portion, instead of at the points of division as before. 
The bending moment at the middle is not affected ; and hence 
the chord-stresses at the middle are unchanged by such an 
arrangement. If u/' = 3, panel weight of steady and moving 
load, I = span of truss, and N = number of loads and of panels 
in top chord, the bending moment at mid-span will be 

as formerly shown, § 28. If the load on the firgt joint from 
the abutment is considered to be only i u/\ the value of M will 
be slightly less. 

The equilibrium polygon can be drawn as usual, its vertices 
coming upon the verticals let fall from the loaded points ; but 
it must be remembered that no haK-weight is carried upon 
the abutment, and that, therefore, the whole load-line is to be 
included between the lines which radiate from the pole. Jt 
may not be amiss to show the relation of this equilibrium poly 
gon to the parabola for uniform load over the entire span and 
to the polygon previously described. If A D, Fig. 27, repre- 
sents a portion of a beam uniformly loaded per horizontal foot, 
the equilibrium curve for such a load will be the dotted 
parabola A' B' C D'. If the same load is concentrated at A, B, 
C, D, &c., the parabola changes to the equilibrium polygon 
A' B' C D^ the removal of the load over A E to the point of 
support A permitting the portion A' B' to rise from the curve 
to the straight line ; but the points A', B', C, and D', correspond 
in the two cases. If, on the other hand, the load is concen- 
trated at E, F, G, &c., midway between A B, B C, C D, by the 
principle explained in § 10, the lines B' F' and C F'', tangents 
to the parabola at B' and C^ must intersect at F' in the vertical 
through the centre of gravity of the load on B C ; and hence 
A' E' F' G', &c., will be the new equilibrium polygon tangent to 
the parabola at A', B', C^ and D'. The three figures have these 
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points in common; and, having one equilibrium polygon or 
curve, we can readily construct the others. If I, K, and L 
denote the points where the straight lines A' B^ B' C\ &c., cut 
the verticals through E', F', and G', it may be noticed, for 
convenience, that the parabola bisects I E', K F', &c. ; that 
I E' = K F = L G', &c., and that E' F is parallel to the chord 
which may be drawn from A' to C ; that F G' is parallel to a 
chord from B' to D', &c. Some of these facts will be made use 
of at once. 

Let the half-span of the Post Truss, loaded on the lower 
chord, be represented by AP, Fig. 28. As the load is com- 
plete and symmetrical, there will be no stress in A B ; and the 
stress in A C, as well as in the piece to the left of B, wUl be 
given by dividing the formula of this section by the height of 
the truss, one panel and a half. Lay off the quotient at 
U' A'. As we are most familiar with the interior equilibrium 
polygon of Fig. 27, drop dotted verticals from C, E, G, &c., 
and construct the dotted polygon by the method of § 28, Fig. 8. 
The tie which runs from B to E transfers ti/^ to the abutment Q 
as a vertical component : since it slopes at 45°, the horizontal 
component of its stress will also be u/\ In the same way, the 
horizontal component of the stress in D G will be v/\' of that 
in F K, and of that in I N, 2 ti/^; and so on. The struts which 
meet these ties at their upper ends, having only one-third the 
inclination from the vertical of the ties, will have stresses 
whose horizontal components are one-third of those belonging 
to their respective ties : hence the horizontal component from 
A B and C D will be zero ; from EF and GI= J«;''; from KL 
and N O = f u/\ &c. It will be noticed, then, that the incre- 
ments of stress in any chord from the abutment to the middle 
will be in pairs : for example, the stress in G K will exceed the 
stress in K N by the same amount that the stress in K N exceeds 
that in N P. 

The middle ordinate U' A' is ^ = ' , since P Q = 

I =^. If A' C\ drawn horizontally, were continued to the 
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right, the successive vertices of the dotted polygon -would, 
since they lie on a parabola, be verticially above A'^ C^ by 
amounts varying as the square of their horizontal distances 
from A'. The vertical distance C V will, therefore, ' be 

^^ -^ (f ) = i ^''- The next vertex, at E', will be f v^' 

above A', the next f vf\ and so on. If verticals are let drop 
from B, D, F, they will cut the polygon already drawn in the 
middle of the respective sides; and, if desired, the external 
polygon of Fig. 27 can be at once drawn. Computing a few 
of the chord-stresses, beginning at the middle, we see, that, in 

A E, there is compression of A' U'= C V'= ^^ : for E G 

we subtract \\ w'\ arising from B E and E F ; for G K, 2|- v/\ 
or \\ v/' additional from D G and G I ; for K N, 2f w'' addi- 
tional, or -^ uf^; and so on. In the bottom chord the tension 
in B D is less than A' U' by v/^; it again diminishes in D F by 
w'\ in F I by 2 J v/\ &c. If the horizontal components of the 
diagonal stresses are marked on the inclined pieces, the changes 
are readily noted. It will now be seen that the decrease in the 
values of the ordinates to the dotted polygon at the alternate 
joints A', E', K'', P', &c., corresponds to the decrease in the top 
chord-stresses in the alternate pieces A C, E G, K N, &c. ; and 
that the bottom chord-stresses in D F, I L, &c., are means of 
the stresses in the two pieces of the top chord respectively, 
E G and G K, K N and N P, &c. : hence, when we remember 
that the increments in each chord go in pairs, we get the fol- 
lowing construction : — 

Draw A' C horizontaUy ; through C and E' draw C G' ; 
through G' and K' draw G' N', &c. The points where this 
polygon cuts the verticals through B, F, L, being marked, draw 
the polygon B' F' L', &c. The points where the exterior poly- 
gon cuts the verticals from the top chord joints will give the 
stresses in the successive pieces of the top chord on the right 
of the joints, and the points where the interior polygon cuts 
the verticals from the bottom chord joints will give the bottom 
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chord-stTesse^ on the left of the respective joints* For accu- 
racy of construction, it may be noticed that the distance V C 
may be set off at W G^ X N', &c., or G' G' drawn parallel to a 
line from A' to K^ &c. The construction is much more simple 
and brief than is its analysis. The line L' O' does not pass 
through P'; but O' is above N'P' by the same amount that D' 
is above C E'. 

59. Load on Top Chord; Chord-Stresses. — In this case, 
represented by Fig. 29, the horizontal component of the stress 
in A B for a complete load will be J if/\ in C D = ^ w^\ in 
E F = ^ w;'', &c.;.in B E = !«/', in D G =«^^^ in F K =1 Jt^', 
&c. The chord-stress in the middle piece of the bottom chord 
will be A' U', the same amount as before, and as usual ; the 
stress in B D will be less than that at the middle by f w^^; that 
in D F will decrease 1^ tt/\ or will be 2 u/^ less than the stress at 
the middle ; and so on. If we draw the usual equilibrium poly- 
gon, shown by the dotted lines, on the verticals from the loaded 
points, and then construct A' B'' D'' F', &c., as the exterior poly- 
gon of Fig. 27, by either of the methods given, we shall find 
that the points B^ D', F', &c., satisfy the values for the pieces 
of the bottom chord to their left ; for it was shown in the last 
section that the successive vertices of the first polygon came 
above the horizontal line A' B' by -J- w^\ ^ tt/\ f w^\ &c : the 
point D' will, therefore, be f v/^ vertically above B' ; F' will be 
|- v/^ above the same point; and so on. In the top chord the 
stress in AC wiU be ^ tc/' less than A' U'; in C E it will be 
i t(/^ less ; in E G, k/^ less than A' U'; and so on. These stresses 
are the means of those cut off from the verticals at the lower 
chord joints by the first polygon at V, W, X, &c. : hence, if we 
draw V W X Y, &c., the points C, E', G', &c., where this figure 
cuts the top chord verticals, will determine the stresses in the 
pieces of top chord on the right of each vertical. As B^'V, 
D' W, F X, are all equal, V W is parallel to B' D', W X to 
D' F^, &c., and the points C\ E', &c., are at a constant vertical 
distance within the exterior polygon : as this distance is B' V, 
it can be at once set off at the alternate verticals. 
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60. Web-Stresses. — When the load is upon the bottom 
chord, and extends from end to end of the truss, all of the web- 
pieces which meet at the middle upper joint, as well as those 
which cross the centre line, will be free from stress. The end 
vertical of the shear diagram will equal the weight upon half 
of the truss, and will be divided into two portions equal to the 
amount from each system carried by that abutment. In our 
figure it is to be bisected : if the number of loaded joints in 
the half-span is odd, one of the portions will exceed the other 
by uf'. If the shear in P L as thus obtained is deducted from 
the ordinate under the middle of the panel OL, the remaining 
shear will be found in O N and N I upon the removal of the 
rolling load from O, the symmetry of the loading of the system 
which includes L not being disturbed as yet. But the removal 
of the load from L, also, leaves loads on each system whose 
centres of gravity lie a little to the left of the middle of the 
span ; and hence somQ of the braces and counters which cross 
the centre line, or meet at A, will be called into action. So 
many paths are open to the shear at that section, that the lines 
over which it will pass cannot be definitely ascertained. It is 
probable that the easiest and safest way will be to make a shear 
diagram like that of Fig. 20, and to take the larger portion of 
each vertical ordinate as the possible shear in the diagonals of 
that panel to which the vertical belongs. Similar remarks 
apply to Fig. 29, the shear verticals being drawn under the 
middle of each joint of the bottom chord, and the vertical at 
the middle of the first panel being divided as above described, 
and as was done in Fig. 23 for three systems. 

61. Effect of Locomotive on Double S3r8tem. — The dia- 
grams for the extra weight of the locomotive above the average 
for the train may be added without difficulty to those for 
trusses with double or multiple systems of bracing. The shear 
in any panel from this extra weight is properly considered as 
coming upon that diagonal which runs to the loaded joint, as 
this load, unless it covers more than one panel, will not strain 
both systems at once. Where the panel joints are so near 
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together that two or more are loaded at once, an inspection of 
Fig. 10 will show that the maximum ordinate at each joint 
in succession will belong to the diagonal which sustains that 
joint, although this maximum is somewhat less than the 
other. 

Short Construction for Chord-Stresses. — ^If a straight 
line is drawn from N', Fig. 20, to a point, on the vertical below 
A', which corresponds with K in Fig. 8, the lower chord-stresses 
may at once be measured from the equilibrium polygon to . this 
line ; and a prolongation of this line to the right of N' will give 
the upper chord-stresses. 

A similar line drawn from N', in Fig. 24, to a point below A', 
will cut off the ordinates for upper chord-stresses in the double 
triangular, or Warren truss, while a line drawn from K to the 
left at the same rate of inclination, but sloping the opposite way, 
will limit the ordinates for lower chord-stresses. If the load is 
changed to the upper chord, the same stresses will be found as 
before, but in each' instance in the other chord. 



,•» 



CHAPTER V. 

TRUSSES WITH INCLINED CHORDS. 

62. Gteneral Remarks ; Effect on Chord-Stresses. — While 
the determination of the stresses in a truss with inclined or 
curved chords is not quite so simple a matter as where the 
chords are parallel, no particular difficulty will be experienced, 
if, as with parallel chords, the members are considered to be 
jointed at each intersection. Take, for example, the truss 
represented by A B C D, Fig. 30. The span and the load are 
the same as those of the truss. Fig. 6, before described. The 
bending moment at each joint, and the shear in each panel, for 
the truss as a whole, will be unaltered, and the diagrams of Fig. 
6, therefore, will apply here. In many practical examples one 
chord or the other is made straight throughout its entire length ; 
but both are inclined in this case for a general illustration. 

The maximum bending moment at any joint will then be 
obtained by multiplying the proper ordinate of the equilibrium 
I)Oiygon, A' F' V K' D', by H from the stress diagram ; and this 
moment must be equal, by the theorem of moments and by 
what has been previously said, to the stress in the proper chord- ^ 
piece multiplied, by the perpendicular from the origin of mo- 
ments to that piece of the chord. As this perpendicular is 
not always a convenient quantity to use, and will not be the 
same for the two chord-pieces in the same panel, it probably 
will be better to substitute for the product just mentioned the 
equal product of the horizontal component of the stress in the 
chord multiplied by the height of the truss at the joint in ques- 
tion. That one product is equal to the other is easily seen, if 

78 
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we notice that the forces and lines referred to are respectively 
base and hypothenuse of two right triangles whose sides are 
I)erpendicular to one another. From the horizontal component 
may be obtained the stress itself by multiplying the former by 
the ratio of the length of the inclined piece to its horizontal 
projection ; that is, by multiplying by the length of the inclined 
chord in the panel, and dividing by the horizontal distance 
between panel joints. If we call the length of a panel hori- 
zontally a, and the dijBFerence of level of the two joints in the 
same chord 6, we may multiply the horizontal component above 
by 



v/('+^' 



and we shall obtain the direct stress in that piece of the chord : 
hence, to find the stress in <my 'piece of the chords multiply the 
proper ordinate under one end of .the piece by H, divide by the 
height of the truss at that joint, and multiply by the above 
expression. 

63. Effect on Stresses in Diagonals. — As one or both of 
the chords are inclined, such inclined members are able to and 
must convey a certain portion of the vertical force which exists 
at a section in any panel. Thus, suppose a vertical plane of 
section to be passed through the panel R F G Q of Fig. 30. 
Neglecting one of the diagonals, as we know that in a good 
design both cannot be strained at once (see § 23, last part), the 
vertical shear at the section is distributed over the three pieces 
R Q, R G, and F G, all of which are inclined, and therefore 
capable of carrying a vertical component. As the portions of 
vertical force in R Q and F G will be just suflScient to cause, 
when combined with the horizontal components derived from 
bending moments, direct stresses along those chord-pieces, it 
will only be necessary to find those horizontal components for 
such a distribution of load as gives maximum shear in the 
panel, to easily deduce the amount of shear which passes 
through the chords : the balance of the shear will be left for 
the diagonal to carry. 
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For example : To find the maximum stress in any diagonal, 
such as R G, the rolling load will be moved so as to cover all 
joints from D to G inclusive (see § 69). The equilibrium 
polygon, reproduced from Fig. 6, is D' K' I' F^ A'', and the shear 
ordinate is qf. By inspection of the enlarged sketch of this 
panel, shown on the right, we see that on one side of the plane 
of section, say the left hand, we have the vertical shearing 
force, acting upwards, the horizontal pull, obtained by taking 
moments at R, which acts through F, and the horizontal thrust, 
obtained by taking moments at G, which would act through Q. 
On the other side of the plane of section we find three inclined 
pieces, whose stresses must balance the rectangular components 
on the left side. 

From the equilibriiun polygon for the given position of the 
load take G'' Q^ multiply by H, divide by G Q, and lay off the 
quotient, which is the horizontal force through Q, horizontally 
at /y. Diagram I.^ In the same way, F' R' . H, divided by F R, 
gives us the horizontal force through F, laid off at /a;. The 
vertical shearing force, /y, is plotted vertically upwards at / q. 
Now draw q r from y, parallel to Q R, and limit it by a vertical 
from^. Dxawfff from/, parallel to F G, till it meets a vertical 
through X. Draw the line rffy and it must be parallel to R G, 
or some error in construction has been made. Thus we have a 
check on the accuracy of our work. By dispensing with this 
check it is necessary to determine only one of the horizontal 
stresses, and then we may draw the other lines parallel to the 
respective pieces. 

64. Stresses in the Verticals. — It remains to find the stress 
in R F, the vertical which joins the unloaded end of the diago- 
nal. The vertical component in G R will not pass unchanged 
in amount through R F ; for R S and R F together will carry 
the vertical components of the stresses in Q R and G R. The 
portion that will pass through R S is definitely fixed by the 
consideration, that, when combined with the horizontal force at 

^ The scale of these diagrams is increased one-half for distinctness. 
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the joint R due to bending moment, the resultant must be a 
direct thrust along R S. It is, however, unnecessary to have 
recourse anew to the equilibrium polygon. Consider the joint 
R. This joint is in equilibrium under the action of four forces 
which meet at that point; and two of them, yr and rg^ have 
just been determined. The two remaining sides of the polygon 
of force are readily drawn. Q R and R G being taken in order, 
draw g t parallel to F R, and t q paralleij to R S, to close on q. 
The required stress in R F is, therefore, the compression g t. 
The arrows on this quadrilateral proceed round the figure as 
usual, and show the directions of the stresses exerted on R by 
the several pieces. 

65. Remarks. — It may not be amiss to call attention to the 
fact, that, since we may dispense with one of our data, that one 
may be the shear, and thus we may do without the shear 
diagram ; for it will be noticed that the horizontal projection 
oi rg is yx^ the difference of the horizontal components in 
the two pieces of the chords in this panel: hence, by draw- 
ing a line from x parallel to R G, we may find the stress in 
R G very quickly. But, as we then have no check on the 
correctness of fx and /y, it is hardly advisable to take this 
course. 

The arrows on qr^rg^ and gf^ show that the three stresses 
just determined will together balance the shear, since their 
vertical projection is equal and opposite to it; and that the 
horizontal projection of the stress in the top chord is exactly 
balanced by the horizontal projections of the tensions in the tie 
and lower chord. The horizontal projection of the stress in 
R S is the same as of that in F G ; which result is to be 
expected, from the fact that these two chord-pieces lie between 
adjacent diagonals sloping the same way. The stresses q r, q U 
and/^, are those existing, in the pieces to which they refer, for 
the present load; but, as they are not the greatest stresses 
which the chord-pieces must resist, they are of no special value 
here. The maximum stresses were determined in § 62. 

66. Construction for Horizontal Components. — The por- 
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tion of the figure within the triangle fdy gives a geometrical 
construction for finding the horizontal components fx and fy. 
For example, since 

G'Q'H 



fy= 



GQ 



draw/c? at any convenient angle with the horizontal Kne; 
make fw = H, /6 = G Q, /df = G' Q' ; draw h w^ and, parallel 
to it, draw dy through d. The desired component will be fy; 
for, from similar triangles. 

Similarly, /a = F R, /(? = F' R', and c a:, drawn parallel to a w^, 
determines fx. Hex and dy cut the horizontal line at favora- 
ble angles, the values of fx and fy may be thus obtained quite 
satisfactorily. 

67. Stresses when Shorter Segment is loaded. — The 
stresses in G Q and Q I, as well as in the panels to the left of 
the one just discussed, will be obtained by a figure similar to 
the one already described. After passing the middle of the 
span, for example, to the panel P IJ O, the moving load now 
extending from D to J inclusive, we shall have Diagram II. ; in 
which case we use ordinates F P' and J' O'. In this case, iy, 
the stress in the lower chord, runs below the horizontal line ; 
but the method of construction is still the same. It is noticea- 
ble that the inclinations of the chord-pieces I J and P O will 
increase the vertical force transmitted by the diagonal JP 
totvards the abutment A, while the resultant shear is unaffected : 
hence it appears that the stress in any diagonal is increased by 
such an inclination of either chord as tends to make the height 
,of the panel, on that side to which the diagonal conveys its load, 
greater, and vice versa. 

After we pass the point where the curve which limits the 
ordinates for shear passes below the horizontal line h <?, the 
vertical for shearing force must be drawn below the horizontal 
line of these minor stress diagrams. Thus, taking the panel 
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O J K N, we draw, in Diagram III., no^ ok^ and hj^ exactly as 
before. Since no and hj cross, we still have tension in the 
diagonal O K, as shown by the arrows ; and we may also find a 
compression in O J, in case the inclination of O P does not take 
all of the remaining vertical force, or, as seen by inspection of 
Diagram III., if the point v, on n v, does not fall at or below k. 
If it does fall below A, there will be tension in the vertical. If 
we advance one panel nearer abutment D, the moving load 
now resting on D and L only, the panel N K L M will give us 
Diagram IV. On attempting to find the stress on a diagonal 
from N to L, we find, by the necessary direction of the arrow 
on n ly that a piece N L would thrust against the plane of sec- 
tion. As the diagonals are in this example supposed to be ties, 
we have passed the limit where those sloping in this direction 
are required. A similar set, from D to F, will complete the 
truss. If the truss is deeper at the centre than at the ends, 
the effect of the inclination of the chords is to require more 
diagonals sloping one way than is necessary for a truss with 
parallel chords. 

The several diagrams for stresses in the web members are 
readily combined into one, as is done in Fig. 31, the scale of 
which is also increased one-half: the vertical line contains the 
shear ordinates all laid off from one point 6. One additional 
simplification, explained in the next section, condenses the 
analysis of trusses with inclined chords into a very brief con- 
struction. 

• 68. Mazimiim Equilibrium Polygon SuflBicient. — It is not 
necessary to draw the several equilibrium polygons for rolling 
loads covering different portions of the truss when we desire 
to find the stresses on the successive braces. It will be seen, 
that, when the stress upon the diagonal RG of Fig. 30 is 
sought, the ordinates F' R' and G' Q' are used, and that these 
ordinates, although measured to the polygon which terminates 
at A'', have their lower extremities at F' and G', points which 
belong as well to the polygon D' V A!. Their upper ends are 
situated upon the line A'' D', which closes the polygon D' V A!\ 
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In the same way, for the panel P IJ O, the ordinates F P^ and 
J'O' are included between D'A'^' and the main polygon 
ATD'. As all the ordinates will be found to terminate on 
the maximum equilibrium polygon, we need draw no other, if 
we can locate D' A'', D' A"\ &c., by finding the points where 
these lines cut the vertical dropped from A'. 

By referring to § 10 we see that the length of an ordinate 
intercepted between the prolongations of any two lines of the 
equilibrium polygon will be proportional to the bending mo- 
ment at that point due to the weights included between the 
prolonged sides. If, then, a weight is removed from E, Fig. 30, 
the polygon strikes the vertical below A at Ai. The change in 
the bending moment at any point of the span, due to the dimi- 
nution of the supporting force at D, must be equal to the 
product of H by the ordinate between D' A' and D' Aj ; and 
this decrease of moment is all that will be found until we pass 
the whole of the fully loaded portion. The change due to the 
removal of the load from E will be proportional to the ordinate 
between E' A' and E' Aj : therefore the intercept A' Ai must be 
equal to t]^e decrease of reaction at D, multiplied by the span, 
and divided by H. If w'=: rolling load at one panel joint, 
N = whole number of panels, and I = span of truss, the de- 
crease of reaction at D, due to the removal of v/ from the first 

v/ 
joint beyond A, is :|^, and the moment of this force about A is 

-^j^ : whence the intercept A' Ai must be -rfr^* 

. If the rolling load is next removed from F, the reaction at D 
will be dinunished again by twice the previous amount, and 

consequently the distance from Aj to A'' will be 2 Tfn^ > *^^ 

next interval will be three times the above amount ; and so on. 
Hence, if we calculate the above quantity, and lay off in suc- 
cession, from A', once, twice, three timee, &c., that amount, or 

It/ I 
measure from A' one, three, six, ten, &c., times tt^-xt' ^^® points 

JuL • JN 
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SO determined will be the extremities of the closing lines ; and 
these lines, with the maximum equilibrium polygon, will supply 
all of the needed ordinates. They have been added to the poly- 
gon of Fig. 30, and the points to which ordinates are measured 
are marked by small circles. They go in pairs, the two on any 
line, on each side of a panel, being the ones applicable to that 
panel. 

69. RoUixig Load to extend to the Panel for Maximum 
Stress in the Brace. — The stress on any diagonal, such as 
R G, will be a maximum when the rolling load extends from 
the abutment D up to the panel, including the joint G, as has 
been previously proved for trusses with parallel chords. If the 
load advanced to F, the shear, /y, of Diagram I., would be 
diminished, the bending moments, and consequently the dis- 
tances/a; and/^/, increased, and therefore rg would be short- 
ened. From another point of view, since the equilibrium 
polygon for a single load is a triangle with the apex under the 
weight, if a load is added at F, the bending moment at that 
point will be increased more than will the moment at G, and 
hence fx will be lengthened more than the increase of fy : 
hence their difference xy will be diminished, and r g must be 
less. Again : if the load is withdrawn, so that G is uncovered, 
the bending moment at G will be decreased more than that at 
F; so that/y will be diminished more than fx will be: hence 
X y will again be shortened. 

70. Stmt Diagonals ; Load on Top Chord. — If the diago- 
nals had been struts in place of ties, the diagrams would have 
been constructed with the same ease. In the panel R F G Q, 
Q F would then be the member whose stress was desired : 
moments at Q would give the horizontal component of F G ; 
and moments at F, the horizontal component of R Q. The 
vertical through a? would limit y r, and that through y would 
intercept fg. The diagonal would therefore lie in the other 
direction, and give a compression. The magnitude of the stress 
would not necessarily be the same as r g. The tension in the 
vertical G Q, running to the unloaded end of Q F, would 
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then be found as usual for four forces in equilibrium at the 
joint Q. 

If the load for this truss were on the top chord, instead of 
the bottom as here, in place of finding the tension and com- 
pression in R G and R F, we should find them in R G and G Q ; 
those two web members connecting two adjacent loaded points. 
The four pieces which meet at G would then give the desired 
closed quadrilateral, and the change in Diagram I. would be, 
that, in place of drawing q t and g t^ we should prolong fg 
(shown by a dotted line) to meet the vertical through y, and 
the upper intercepted portion of this vertical would be the 
stress in G Q. It is well to notice, that, even with tension 
diagonals, some one or more of the verticals may occasionally 
prove to be under tension in some types of truss. Such pieces 
must be adapted to both kinds of stress. When the stresses 
on the web members are under investigation, it may be found 
convenient to use Bow's method of notation, explained in Part 
L, " Roofe." 

y^71. Bowstring Girder. — While the general treatment of 
trusses with inclined chords, which has now been given, will 
enable one to analyze any single-span truss of this type, there 
is one form which deserves special treatment, both from the 
frequency of its occurrence, and from our ability to develop 
certain ways of shortening the analysis very materially. The 
type to which we refer is the bowstring girder. In practical 
construction the bow is sometimes, perhaps often, bent to an 
arc of a circle, or the upper ends of the verticals lie upon such 
a curve, while the several panel lengths of the upper member 
are straight ; but in theoretical treatment, and in many struc- 
tures, the bow is a parabola, or a polygon coinciding with the 
equilibrium polygon for a complete load. The parabolic girder 
will now be discussed, and the circular segment will be referred 
to later. It may not be amiss to say, that, when the rise of the 
circular arc does not exceed one-tenth of the span, no error 
of consequence is committed by assuming the curve to be a 
parabola. 
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72. Chord^Stresses. — The truss is represented by Fig. 82. 
The first step will be to find the chord-stresses under a full 
load. If we draw the equilibrium polygon for such a load, and 
remember, that, as explained in § 28, the vertices of this poly- 
gon all lie in a parabola, we shall see, that when we seek to find 
the horizontal force at any joint, by multiplying the ordinate to 
the equilibrium polygon by H, and dividing by the height of the 
truss at the joint, the ratio of the ordinate divided by the corre- 
sponding height of the truss just above it will be a constant 
quantity ; that is, any ordinate divided by the height at the 
joint in question will be the same as the middle ordinate divided 
by the centre height. Hence the horizontal stress will be corir 
stant in all the chordrpieces^ the lower chord will have a uniform 
tension throughout, and in the upper chord the direct stress 
will increase, from the middle toward each abutment, according 
to the inclination. 

We may find the stresses in the chords graphically as fol- 
lows : Conceive that the equilibrium polygon passes through the 
upper ends of the verticals of the truss; then the ratio just 
referred to is unity, and the stress in the lower chord is H of 
the stress diagram. As the equilibrium curve for a load of 
uniform intensity over the whole span is a parabola which will 
pass through the vertices of the equilibrium polygon for concen- 
trated loads, and as the tangent at the springing point of this 
parabola will cut the middle ordinate at twice the height of 
the curve above the base, make D J = D C, and draw A J, 
which, being the tangent, is the direction of the force at the 
beginning of the equilibrium curve. Lay off half the weight 
of truss, and complete rolling load at 3-2 ; draw 2-0 parallel to 
A J ; and 3-0 will be the desired value of H, the stress in the 
bottom chord, and the horizontal component of the stress in all 
parts of the bow. 

The first side of the polygon for concentrated loads will run 
from A to E, and will be parallel to a line, which, starting from 
0, cuts off below 2 a distance equal to the haK-load at A. 
If, then, 0-4, 0-5, 0-6, &c., are drawn parallel to A E, E F, F G, 
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G I, and I D, these lines will be the compressions in the respec- 
tive parts of the top chord, as they will all have a horizontal 
component H. 

The amount of H may be seen from the figinre to be, if 
2-3 = i W^ A B = Z, and C D = A, 

which agrees with the value deduced in § 28. If the pieces of 
the top chord are curved, they will be exposed to a small bend- 
ing moment, equal at their middle points to the direct thrust 
multiplied by the perpendicular from the chord of the curved 
piece to its centre line. 

73. No Stress in Diagonals for a Complete Load; Ten- 
sion in Verticals. — Since the equilibrium polygon may be 
drawn to coincide with the bow, for a uniform load over the 
entire truss there can be no stress in the braces ; for we have 
only to remember what the equilibrium polygon signifies, to see 
that the bow will require no bracing to keep it in place. Or, 
since the stress in the lower member and the horizontal com- 
ponent of the stress in any piece of the bow are equal, their 
difference, the horizontal component of the stress 'in any brace, 
is zero : hence the stress itself is zero. Or, since the stress in 
the lower member is constant, there is no increment from any 
brace, and therefore no stress in any brace. It is right, conse- 
quently, that all of the verticals should be adapted to convey a 
tensile stress to the bow equal to whatever amount of load may 
be placed at their lower ends. It is also apparent that the 
steady load, being always uniformly distributed, will exert no 
stress on the braces, and may be neglected in their analysis, but 
must be subtracted from the compression which the rolling load 
may cause in the verticals. The assumption of uniform distri- 
bution of steady load is not strictly accurate ; but the increase 
in the weight of the bow per horizontal foot, as we approach 
the abutments, is partially offset by the increase of weight 
per horizontal foot for the web members as we go towards the 
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middle. One may, therefore, include the steady load, or neg- 
lect it, in treating the braces, with the same result. 

We have proceeded upon the assumption that the diagonals 
are ties, it being the usual and most economical construction 
to put the compression members on the shortest lines; but, 
in case the diagonals are struts, the verticals will always be in 
tension. 

74. Chord-Stresses when Verticals will not transmit Ten- 
sion. — In case the truss has no verticals, or where the verticals 
are not fastened at their ends so as to transmit tension (a mode 
of construction not to be commended), the weights at the 
loaded points must strain the diagonals on each side ; and the 
stresses in the chords, while not varying much from the amounts 
previously deduced, will not have strictly a constant horizontal 
component. The simplest way to show the effect of the absence 
of verticals is to draw the stress diagram of Fig. 33 by the 
method explained in Part I, "Roofs," when the results are 
apparent at a glance. The weight of the bow may properly be 
left out of consideration, as it is practically in equilibrium by 
itself, and is exactly so as far as it is of imiform weight per 
horizontal foot. The horizontal thrust due to the weight of 
the bow and the equal tension in the lower chord must then be 
added to the results of this diagram. While, in any case, where 
there are three members at one joint, each capable of carrying 
the same kind of stress (as, in the bowstring girder of Fig. 32, 
we have two diagonals and a vertical meeting at each lower 
joint, and all designed to resist a possible tension), the paths 
which the concentrated weight at any joint may take in going 
to either abutment are somewhat doubtful, depending upon the 
cross-section, resistance to extension, and rigidity of attachment 
of the respective pieces, it is most natural that the weight 
should pass up the vertical to the bow; for in this line it meets 
the most direct resistance or reaction. That is, if we imagine 
the weight to strain all three of the pieces at once, a slight 
yielding, or extension of the two diagonals, wUl lower the 
loaded point more than the same amount of extension in the 
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vertical, and hence the weight will be thrown more upon 
the vertical; and as the vertical, being the shortest member, 
will stretch least in total amount for the same stress per square 
inch, the weight will still more be carried by it. Hence the 
assumption, that the verticals carry the load when it is com- 
plete, cannot be far from the truth. 

75. Mazimum Stresses in Braces. — By deducing a formula 
for the braces, we shall be enabled to prove a very short con- 
struction for obtaining the desired stresses. In finding these 
stresses, we will avail ourselves of the 'fact that the horizontal 
projection of the stress in a brace must equal the difference of 
the horizontal forces in the two chord-pieces of the panel in 
which the brace is situated ; and we wiQ prove that this hori- 
zontal component is a constant quantity when the brace expe- 
riences the maximum stress. K the steady load is neglected at 
present, the polygon A E F G I D B may represent the equi- 
librium polygon for a complete moving load. If the sides F G, 
G I, &c., are prolonged untU they intersect the vertical through 
A, the points K, L, M, &c., will be the extremities of the equi- 
librium polygons for partial loads, extending from B to th<k 
successive joints. The distance A K has been proved, in § 68, 

to be tTTT^ when vf = travelling load on one joint. As H will, 
by § 72, equal g ^ , the value of 

a quantity evidently independent of «/, since it is obtained by 
construction from the bowstring girder itself. 

If n represents the number of any panel and of any vertical 
from A, any distance A L or A M, intercepted on the vertical, 

will be seen, from § 68, to equal ^ eT - ' -y^- The height of 

any ordinate, P R, from the base line A B to the closing line 
B L of a particular polygon, will then be 

n(n — 1)4 ifc (N — fi) 

— w ^ — 
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In the panel S G I R the stress in S R, if G R is the tie in 

G O 

action, will be 7^-^ • H, and the horizontal force in G I "will be 

IP ^^ 

j-^ • H. As the horizontal force in the piece of the bow exceeds 

that in the lower chord for the same panel, the desired differ- 
ence of horizontal force will be 

/IP_GQ\ XT_/IR--RP GS--SQ\„_/SQ R P\ „ 
VlR G^/^-V TH— ""— GS — ;^""VG^""ik;^* 

As D C = A, any ordinate numbered n from A = ,— (N — n)n: 

I R is the nth ordinate, and G S is the (n — l)st ordinate, when 
S R is the nth panel. The above expression becomes, by sub- 
stitution, 

r n(n — 1) (N — n + l) _ n(n~l) (N — n) T 4 ib N» TT_H_t(/Z 
L (N — n + l)(n — 1) (N — n)n ^J N»*0 BT^SX' 

which is a constant quantity. 

If, then, we construct a parabola divided into N panels, each 

u/ I 

—V long, the entire span being H for rolling load, and the 

height proportional to the height of the original truss, or if, in 
other words, we draw the truss anew to this altered scale, the 
diagonal lines will be parallel to the diagonals of the truss, and, 
having the required constant horizontal projection, will be the 
desired tensions in those diagonals. The required middle ordi- 
nate of the parabola will be obtained by the proportion 

^•^-"Sl 8~' 

or it is one-eighth of the entire travelling load. All of these 
values may be obtained, but with more labor, by the general 
method. 

This truss is drawn below the original truss in Fig. 82, and 
is lettered in small type to indicate the stresses in the respective 
diagonals. It will be seen that diagonals sloping each way are 
required in all panels ; that the diagonals in the middle of the 
span have the most stress ; and that all diagonals which have 
the same vertical height have the same maxhnum stress. 
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76. Stresses in the Verticals. — An inspection of the dia- 
grams of Fig. 80 shows, that, since the bottom chord of the 
bowstring girder is horizontal, the vertical which transfers the 
stress from the diagonal to the first lightly-loaded joint carries 
all of the shear from that panel except what is taken by the 
tipper chord in the next lightly-loaded panel. K, then, we find 
the horizontal component of the stress in that piece of the chord 
and the shear, we can draw our diagrams. In the first place, it 
is apparent that the horizontal component of the stress in F G 
is the same with that in S R. From the last section, the hori- 
zontal component in S R = ^ H = /l — |^\ H. By in- 

S O 
spection of the value for the ratio ~§ written above, and 

cancelling factors, we get 

Horizontal component in P G = ( 1 — ^ j H. 

If we draw a horizontal line from F to meet G S, we see that 

Vert. comp. in F G: hor. comp. inFG = GS — FT:1. 

G S being the (n — l)st ordinate, and F T the (n — 2)d ordi- 
nate, 

GS-FT = ^;[(N-n + l)(n-l)-(N-« + 2)(n-2)] 



= ^f(N-2« + 3): 



therefore 

Vert comp. in FG = (l-^)i^^^(N^2n + 3)^ 

, (y-n)(N-2n + 3) . 
~ 2N 

As the travelling load alone is now under consideration, the 
shear on the left of the loaded portion will be constant, and 
equal to the reaction at A, which is 

2^ ^ 
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The amount of compression in the vertical G S will be the shear 
in the panel S R minus the vertical component in F G, or 

^«/(N-« + l-N + 2n-8) = ffl-"H»-2) ^. 

As G S, by our notation, is the (n — l)st vertical, the compres- 
sion in the nth vertical will be obtained by writing (n + 1) for 
n, or 

Compression in nth vertical = ^ — ^"^>r ^ 

The height or rise of our parabola for stresses in diagonals 
was found to be — q— . The nth ordinate of this parabola will 

o 

be — ^— • «-2 (N — n) n = ^^ — ^>^ ^' ^^^ ^^® ^^* ordinate, 

when n = 1, is —ey-f^ «^« We see, therefore, that, if a horizon- 
tal line is drawn through e at the height of the first ordinate 
above the base, the remaining portion of each vertical above 
this line will be the compression from travelling load upon the 
corresponding vertical of the girder. Another horizontal line, 
u' At', at an altitude above the one just drawn of the steady load w 
at the foot of each post, neglecting the weight of the bow, as 
before stated, will cut off the stress of tension due to the steady 
load, and the remainder will be the maximum compression in 
each vertical. The result is, that the first vertical is never 
compressed, but has a tension of w + ^'/ the second vertical 
will not be compressed unless w is less than the difference 
between the first two verticals of the stress parabola ; and the 
remainder are compressed, except, again, the last two. 

77. Recapitulation. — These constructions are all foimd in 
Fig. 32, and may be briefly summed up as follows : Having con- 
structed the skeleton A D B of the truss, make D J = C D, and 
draw A J, the tangent to the parabola at the abutment. Lay 
off 2-3 vertically, equal to one-half of the weight of truss when 
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fully loaded, and divide it, at 4, 5, . . . 8, into panel weights 
beginning and ending with a half-load. Draw 2-0, parallel to 
J A, to meet the horizontal line 3-0 : 4-0, 6-0, &c., are the 
stresses in the pieces A E, E F, &c., of the bow; and the stress 
in the bottom chord is 3-0. The value of 3-0 can be checked 

by the formula ,, , . Draw the truss anew to a different scale, 
the panel length being ^-=-, or the span = ^ , and the rise 
c d =^ — Q-* The diagonals will be the tensions in the corre- 

o 

sponding diagonals of the truss. Draw u' V horizontally at a ^. . .. 
distance eu' =, one panel weight of steady load minus one panel ^'^' 
weight of bow : the ordinates from this line to the bow will be 
the stresses in the verticals, — compression when above the 
horizontal line, tension when below. If V V is maximum load 
which can come on each lower joint, it equals possible tension 
in each vertical. 

^?C^78. Triangular Bracing. — It is not uncommon to introduce 
the arrangement of bracing shown in Fig. 34 into the bow- 
string truss. The chord-stresses may then be most readily 
obtained by the method employed in Fig. 33, when, as there is 
but one system of braces, the small parallelograms al dc^ &c., 
due to the intersections A B D C, &c., will disappear. An 
adaptation of the construction for diagonal stresses in Fig. 32 
will probably give the alternating compressions and tensions in 
the diagonals, so far as they are due to travelling load ; and to 
these stresses may be added algebraically that fraction of the 
diagonal stresses previously obtained in the chord-stress dia- 
gram, which is properly due to steady load. It is hardly expe- 
dient to take up space with a detailed analysis : any reader who 
is specially interested in such a type of truss can, from the gen- 
eral methods already laid down, elaborate a set of diagrams for 
himself. If the bow is spaced off into pieces of equal length, 
the stresses on the various parts will be modified by the change. 
As the method of Fig. 30 applies to any of these trusses, it will 
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doubtless be satisfactory when required for occasional use. 
Any special method which is not so simple as to be readily 
recalled, but which must be reviewed whenever it is needed for 
use, will only be valuable to those, who, from frequent neces- 
sity, can keep it freshly in mind. 

79. Bowstring Girder with Circular Bow. — The same gen- 
eral remarks apply to the girder with a bow in a circular arc. 
As the ordinates to a circular arc from the chord of the arc are 
not expressed in any simple terms of the span and rise of the 
truss, and as these latter quantities have no fixed ratio, it is 
doubtful whether any short construction can be devised for find- 
ing the web-stresses. The general method is perfectly appli- 
cable. Special care is necessary in drawing the lines parallel to 
the pieces of the chord in Fig. 31, because they are many of 
them long, and a slight inaccuracy would affect the ascertained 
magnitude of the stresses in the braces. Good results can be 
obtained with the girder of the present section, since the effec- 
tive lines of all the pieces of the bow are perpendicular to radii 
drawn to their middle points, and hence their directions can be 
accurately ascertained. A similar precaution applied to the 
parabola, of drawing tangents or long chords, will give the 
direction of the pieces of the bow closely. When the girder 
with a circular bow has a comparatively large rise, the web 
stresses do not, as in the parabola, increase from the abutments 
to the middle. As the bow wUl not be in equUibrium under 
a load distributed uniformly horizontally, the steady load will 
affect the braces, and must be taken into account in that con- 
nection. 

80. General Remarks. — In some cases these trusses are 
inverted, as in Fig. 35, making the suspended bowstring truss. 
And, where the locality permits, that form of truss offers some 
theoretical advantage: the compression members will occupy 
the shortest lines, the bow will resemble a suspension-bridge 
cable, and the truss, being in stable equilibrium, will require 
but moderate lateral bracing in a vertical plane. Occasionally 
a designer is tempted to draw normals to the curve of the bow 
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in place of verticals from the joints of the horizontal member •. 
such an arrangement is of doubtful utility in the parabolic 
girder, which is in equilibrium under vertical forces distributed 
uniformly per horizontal foot. The circle being a curve of 
equilibrium under normal forces, of uniform intensity along the 
arc, such a construction may be more defensible for a circular 
bow. It may also be advantageous, for constructive reasons, to 
have all the pieces of the circular bow of one length. Verti- 
cals will then divide the chord into unequal parts, shortest near 
the abutments : normals will also divide the chord into unequal 
lengths, shortest at mid-span. The change thus produced in 
the magnitude of the load at each joint must be regarded. In 
a few instances both chords have been parabolas or circular 
arcs, with the convexity turned opposite ways. The analysis 
would present no difficulty. 

All iron trusses should have rollers, or other means of move- 
ment, at one abutment, to allow for elongation and contraction 
under changes of temperature. 

81. Extent of ContinuouB Load to produce Maximum 
Stress in a Diagonal of any Truss. — In determining the 
maximum stress in any brace of a truss, we have supposed that 
the rolling load extended from one abutment to the panel in 
question, and it was proved that such a disposition of load gave 
the greatest shear in the panel. It is manifestly impossible, 
however, to so dispose a continuous load that one panel joint 
shall sustain a full panel weight of moving load, while the next 
joint in advance carries none ; for the load which comes on a 
joint must be thrown upon it by the floor-timbers or track- 
stringers on one or both sides ; and, as soon as the head of the 
load advances beyond any joint, the next joint beyond begins 
to carry something : therefore no joint can be fully loaded 
until the load has covered the panel beyond. The shear in 
that panel, then, can never be quite so large as the usual as- 
sumption would make it : the results previously obtained will 
err a little on the side of safety, and the treatment is defensible 
on that account. Loads imposed by railroad-trains are not con • 
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tinuous, but are concentrated on the wheels. How far apart 
these may be will depend upon the train: in one extreme we 
have coal-cars, and in the other palace-cars. In some cases the 
loaded points may be a panel length or less apart ; in many 
cases they ai?e distant more than a panel length. A special 
treatment may be devised with such a distribution of the load 
as is deemed best for any particular problem ; but the customary 
assumption is that of loads concentrated at panel joints, and 
the first loaded joint completely loaded, as we have treated it. 

As the actual shear will be slightly less than the value found by the 
above assumption , by reason of the subtraction of the fractional weight 
transferred to the joint in advance, it may be interesting to ofEer an analyti- 
cal investigation into the extent of a uniform load which shall produce the 
maximum stress on a brace of a truss of any form. The general steps of 
this treatment, substantially as here given, were contributed by S. W. 
Salmon to " The Analyst " for February, 1874, 

Let the span A B of the truss. Fig. 36, = Z, the distance A C to any 
joint = a, and the distance A D to the next joint = 6; let the height C F 
of the truss at C := hf, and of D E at D = h". Let H' = horizontal force at 
the section at C, and H" = the same at D. The difEerence between H' and H" 
is the horizontal component of the stress in D F. Let v/ = moving load per 
unit of length extending from A a distance x. The upward reaction at B = 

-^-j-. We may have three expressions for H' — H" ; one when x is less than 

a, one when x is greater than h, and the last when the value of x lies be- 
tween a and h. In the first two cases H' — H" will increase as x approaches 
a and h respectively, and there is no absolute maximum. But the last case 
has a value of x which makes H' — H'' a maximum. At that time 



H' - H" = '^(a a; - 1^ - 1^ - 1; CL=*1^, to be made a maximum. 

Differentiating relatively to x, and putting the first differentia co-efficient 
equal to zero, we get 

a ax (/ — b) X ^ 

alh'' 



x=. 



ah" + (l--b)h'' 
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Substitute in the value of H' — H'', which then becomes 

H'-H" (max.)=^ JIL^^^^irii^/ { , in the most general form. 

82. Applications. — If the truss has parallel chords, h'z=hf'=:h, and 

H' — H" (max.) ^"^ \ ^ — ^ I . 
^ ^ 2/iU — (6 — a)y 

If & — a = j9, a constant panel length or half-panel length, as the case may be, 
/ = N j?, and a=znp: 

g, Tj// u/ a^p K/n'jp* 

""2 A (/— i?)"'2 A (N — ly 

The shear F, which is the other component of the stress in the brace, will 
be to H' — H" in the ratio - ; hence 

This expression is the ordinate to a parabola which is convex to the hori- 
zontal axis, has its vertex at one abutment and its extreme ordinate, when 

XT 1 

az=np=zQ^ — 1)^, becomes — ^ — «/ p, coincident with the ordinate for 

travelling load in the middle of the first panel which we have heretofore 
used. To ascertain how much of the truss must be successively loaded to 
cause the maximum shear in each panel, change the value of x by dividing 
out the common factor A' == A" and making substitutions, 

al al npl ^ I 



— ^ — (6 — a)""/— p"~N;>— ;?"" N — 1 

If, therefore, the span is divided into N — 1 equal parts, the maximum 
shear in any panel will occur when the load extends up to the division in 
that panel, as shown in Fig. 37, and it will equal the ordinate to the parab- 
ola at that point. To the above expression for F must be added the shear 
for steady load. It is to be measured in the middle of the panel, as here- 
tofore ; and the two ordinates must, therefore, be measured separately. 

If the truss is parabolic, the height 7i, at any point, will be, if & equals 
the rise at the middle, 



;i = lfa/(/-a/); 



and we obtain by substitution, making a/ = a or 5, as required, 

^ ' 2 4ifc ia^b (l — b) (/ — a)4-a^ (l — b) (/ — a)'> 

__v/p ( b^a } __v/ P P ^ ^^ 1 
"" 8k Xb + l—ai '^ Sk ' l+p"" Sk ^ S^+I' 
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which is a constant quantity, as in the earlier investigation of the bowstring 
girder, vf in that case denoting a panel weight. 

If the value of z is again reduced for this truss to obtain the extent of 
load to cause the maximum shear in each panel, it becomes 

aJU)Jl---h) Zft _ hi _/„ I n_L_ 

where the distance h exceeds a one panel length. If, then, the span of 
Fig. 38 is divided into N-j- 1 equal parts, the load, when extending up to 
the successive points of division, will give the maximum stress in the 
diagonal which crosses the head of the load. A diagram can therefore 

be constructed, as before, of the constant panel length ____-—., by 
which to obtain the diagonal stresses. 



CHAPTER VI. 

FLEXURE AND DEFLECTION OF BEAMS. 

88. neznre of Beams, &c. — The bending moment at any 
section of a beam is opposed or balanced by the moment of 
resistance of the fibres at the section. Under the tensions and 
compressions to which the fibres are exposed, the particles of 
the beam are extended in one portion of the section, and com- 
pressed in the other ; so that a curvature of the beam results, 
with a change in direction, in a vertical plane at that point of 
the centre line or axis of the beam, as represented and exag- 
gerated in Fig. 39 : therefore the change of direction or incli- 
nation at any point is proportional to the bending moment at 
that point, or to the product of H by the ordinate between the 
equilibrium polygon and the straight line. By reference to 
Fig. 39 we can see the change of inclination produced in the 
beam at A by the elongation of the upper fibres at that point, 
and the compression of the lower ones. We can also see the 
effect of successive changes of inclination at B, C, and D, in 
altering the direction of the remainder of the beam; and we 
note that the changes of inclination at E, F, &c., produced by 
bending moments in the opposite direction, tend to bring the 
beam back toward its original direction. 

84. Change of Inclination. — The total change of inclination 
between any two points is proportional, therefore, to the sum 
of all the bending moments between those points, or to the area 
included between the equilibrium polygon, the closing line, and 
the two limiting ordinates imder the points. If portions of the 
bending moments are of opposite kinds, the algebraic sum of 

100 
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the ordinates is to be taken, or the difference of areas of con- 
trary signs. As the angle of inclination is measured by the 
ratio of the vertical movement of the end of the beam to the 
horizontal distance from the apex of the angle, the numerical 
quantity to be obtained will be the tangent of the angle which 
the tangent to the bent beam at any point makes with its origi- 
nal horizontal position. 

85. Modulns of Elasticity. — But it is manifest that the 
amount of flexure of a beam will be influenced by the material 
of which it is made. Let us imagine two bars — one of iron, the 
other of wood — of the same length and the same cross-section, 
firmly held horizontally by one end, and having equal weights 
attached at the free ends. The movement of the two bars 
below the original horizontal line, for similar points, will not be 
the same, nor will the changes of inclination. The bar which 
elongates and compresses most for a given stress on the square 
inch of section wUl bend the most as a beam under a given 
load ; and therefore the ratio of the force on a square inch of 
section to the elongation or compression produced in a piece an inch 
long influences the flexure of any piece under a bending 
moment. This ratio, known technically as the modulus of 
elasticiti/j and denoted by the symbol E, is deduced from 
experiments upon flexure, or upon extension under a tensile 
stress, and varies with the material. As the change of length 
is the denominator of this ratio, the more rigid body, the one 
which bends less for a given bending moment, other things 
being equal, will have a higher modulus of elasticity : therefore 
the curvature, the change of inclination, and deflection of each 
point from its original position, will vary inversely/ as this 
modulus; its values will be found in tables of strength of 
materials. 

86. Moment of Inertia. — Again: if we compare the action 
of two beams of the same length and material, of different but 
similar cross-sections, we know that they may not be equally 
affected by equal weights similarly placed; that is, by equal 
bending moments. If they are of equal depths, the broader 
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one mil be the stiffer; and, if the breadths are the same, the 
deeper beam mil be much the stiffer. Referring to Fig. 24 of 
Part L, ^^ Roofs," with the explanation of that figure there 
given, we see that the moment of resistance is made up of 
the summation of the products of the stress on each particle, 
multiplied by its distance from the centre line, or neutral axis, 
where the stress changes from tension to compression. As the 
stress on each particle increases with the distance from the 
centre line, the same moment of resistance might be repre- 
sented by the stress on a particle at a unit's distance multiplied 
by the summation of the products of the area of each particle 
by the square of its distance from the centre line. As the 
stress upon the extreme or most remote particle in a section 
will be less for a given moment of resistance the deeper the 
beam is, the flexure of the beam will vary inversely as the 
summation last spoken of. This simunation of the area of each 
particle, multiplied by the square of its distance from the centre 
line, is known as the moment of inertia of the section, and is 
denoted by I. 

It may be obtained from the moment of resistance, deduced 
graphically in Part I., "Roofs," p. 67, by dividing by the stress 
on a square inch at a unit's distance, which is equal to the 
stress,/, on the extreme fibre per square inch, divided by the 
distance from that fibre to the neutral axis, usually one-half 
the depth of the beam. For example : The moment of resistance 
of a rectangular cross-section was shown to be ^fbh\ where 
b = breadth, and A = height of the section : the moment of 
inertia of a rectangle will, therefore, be 

87. Formtila for Change of Inclination. — The change of 
inclination at any one point of a beam will, therefore, be 

EI El' 

where y equals the ordinate to the equilibrium polygon at the 
point; and the total change of inclination between any two 
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points will be, if t equal angle of inclination to the horizon, and 
^ is the sign of summation, 

EI 

Of the three quantities involved, M, the bending moment, 
depends upon the load and its distribution, thus including the 
span of the beam : E, the modulus of elasticity, depends upon 
the material ; and I, the momeut of inertia, upon the form of 
cross-section. All the variables are thus included in the 
general expression. 

88. Deflection; Area Momenta — Upon reference to Fig. 
40 it is also evident that the vertical deflection of any point of 
a beam from the original horizontal line depends upon the 
several changes of inclination, and the distances of the points 
at which they occur from the above point. Thus, if an origi- 
nally straight rod a^r is bent at a, the point g will be carried 
to a point on the line al; the distance through which it is dis- 
placed depending upon the angle at a and the distance ag. If 
another angle is made at 6, the pointy will be foimd on hi; 
and, on a further bending at (?, it will move to the direction c h. 
The changes of inclination at cZ, e, and/, in the contrary direc- 
tion, will carry the point which was originally at g through 
dh^ am, fg^ finally back again to g. (The deflections of all 
beams and trusses are so small, that the curved line of a beam 
under a load is always considered practically equal in length 
to the horizontal distance between the two points of sup- 
port.) 

As the expression of the last section measures the angle at a, 
it will only be necessary to multiply it by the horizontal dis- 
tance of g from a to find the vertical displacement of g by 
reason of the change of inclination at a. The modulus of elas- 
ticity and the moment of inertia will affect the deflection as 
they do the changes of inclination. It is then evident that the 
total deflection or displacement vertically of any point, such as 
(2, from the straight line tangent to the curve of the beam at a, 
will be obtained by summing, from a to (2, the products of the 
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bending moment at each point of the beam multiplied by the 
horizontal distance of each point from rf, and dividing, the sum 
by E L li X denotes the distance of any point horizontally 
from rf, the above deflection, v, may be written 

where the letters attached to the sign of summation £ denote 
that the addition of products is to extend from a to d. 

in the same way that the summation of the ordinates y to 
the equilibrium polygon gives an area, the summation of the 
J)roducts of each ordinate into its distance from d is equal, on 
the principle that the moment of a resultant equals the sum of 
the moments of the components, to the product of the area 
just referred to by the distance of its centre of gravity horizon' 
tally fifom d. To this last product we give the name of area 
moment. As a convenient aid in remembering in which direc- 
tion the horizontal distances are to be measured, we may note, 
that, if we regard the angle made by the original line of the 
beam and its new direction, the measurement is to be made 
away from the vertex, towards the opening of the angle. 

89. Mathematical Solution. — Another demonstration of the above 
theorems, which is brief, and -which depends upon the usual expressions for 
the investigation of curvature, slope, and deflection of beams, by mathemat- 
ical analysis, is as follows : — 

Let M denote the bending moment at any point of a beam supported in 
any way. Let IS denote the modulus of elasticity of the material ; and I, the 
moment of inertia of the cross-section. Let the originally straight hori- 
zontal line of the beam be the axis of or, and let v be measured vertically. 
.M will be a function of x. Let r equal radius of curvature of the axis or 
centre line of the bent beam at any point. Then we may write the well- 
known equation for the curvature, 

l_<f t?_ M 
r £/ar» EI 

If we integrate this expression once, considering I constant, we have 

d ty 1 /* 

-— . = — IMd x=z tan. inclination. 
dx BI*^ 

If we determine and introduce the constant of integration, we find the incli- 
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nation of the beam at each point to the horizon ; but if we integrate from 
to X, the origin being taken at one of the points of support, we get a com- 
plete integral, — the area included between the equilibrium polygon and the 
closing line, — but one expressing only the change of inclination from the 
slope already existing at the origin, or the angle between the tangent at any 
point and the tangent at the origin. 
Integrating agam, we have, 



V = — f TM ff ar = deflection. 



This integral is a volume, and taken between limits, as before, is the sum- 
mation of each area from to a; into a height dx, giving a cone with a base 
equal to f^Mdx and a height x: it is also equal to the area f Mdx mul- 
tiplied by the distance of its centre of gravity from the point whose abscissa 
is X. I is here. considered constant, and may be so taken in most trusses. 
If I varies, it will be expressed in terms of x, and retained within the in- 
tegral sign. 

90. Applications. — The areas are readily measured by scal- 
ing equidistant ordinates, and multiplying by the constant dis- 
tance between two ordinates, as is done in calculating the 
contents of any irregular area by offsets. For a continuous 
load the equilibrium polygon becomes a curve, and the included 
areas with their centres of gravity are easily obtained for all 
practical cases. 

We wiU now proceed to find the inclination, or slope, and 
the deflection, of several beams loaded in different ways. As 
B and I are usually expressed in units of pounds and inches, 
these units must be employed in denoting the imposed weights, 
tlie weight and dimensions of the beam. In all cases, I will 
denote the length or span of the beam ; W, a single concentrated 
load; and w^ the intensity per inch of a distributed load. The 
reader will see, after an inspection of one or two cases, what 
quantities are successively multiplied together. 

91. 1st, Beam fixed at One End, loaded at the Other. — 
The beam built into a wall or otherwise fixed at one end, and 
carrying a weight W at the free end, will take the form of the 
dotted curve sketched in Fig. 41. If W is laid off on a verti- 
cal line, it will represent the load, and also the shear at any 
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point of the beam from this load. Drawing H from one end, 
and completing the stress diagram, we see that the equilibrium 
polygon is a right-angled triangle, the bending moment increas- 
ing simply as the distance from the free end of the beam. Let 
k denote the height of this triangle. Then, by proportion, we 
shall have 

W:IL=k:l; or H* =W/ = M (max.). 

The area of the triangle =zk . ^L If the beam is of uniform 
cross-section, I is constant. We have, then, for the slope at the 
extreme end, where the weight is attached, 

*»BI*^ BI •'^ EI ^ SeTi 

The centre of gravity of the triangle being distant f I from the 
apex horizontally, the deflection will be obtained by multiplying 
tan. i by this distance, or 

which is the vertical distance that the point of attachment of 
the weight is below the tangent at the fixed end. 
92. 2d, Beam fixed at One End, and nnif ormly loaded. — 

If the uniform load over the whole extent of the beam is con- 
sidered as concentrated at a series of equidistant points, the 
equilibrium polygon will be readily drawn ; and the true curve, 
when the polygon's sides are increased in number indefinitely, 
will be seen to be a parabola. Fig. 42, with its vertex below 
the free end of the beam, and tangent to the closing line. As 
this curve is in equilibrium, the two tangents at the extremi- 
ties must, by § 10, meet on the vertical through the centre of 
gravity of the load ; that is, at i Z from one end. Therefore, 
upon drawing the tangent at the left extremity of the curve, 
which will be parallel to the most inclined line of the stress 
diagram, we get, by similar triangles, 

w Z : H = ifc : J /; or H ifc = J to P = M (max.). 

As the area of a parabolic segment is two-thirds of the 
enclosing rectangle, the area of this figure will be J Z multiplied 



i 
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by its altitude h; its centre of gravity lies at i Z from the right : 
hence, as before, 

93. 3d, Beam fixed at One End, both nniformly loaded 
and loaded at Free End. — If the beam is supposed to cany a 
weight W at the free end in addition to its own distributed 
weight, we may combine the two preceding figures, and there- 
fore add the above expressions for slope in the one case, and for 
deflection in the other. Thus we obtain 



BIV8 ^ 3 A 



94. 4th, Beam supported at Both Ends, a Single Weight 

in the Middle. — The equilibrium polygon is drawn in Fig. 43, 

and the reaction at each abutment is i W. On account of 

symmetry of loading, the beam wiU be horizontal at the middle, 

the greatest slope will be foimd at either abutment, and the 

deflection at the middle wHl be equal to the elevation of the 

end of the beam above the horizontal tangent at the middle : 

hence 

^ W:H = it:J/; or Hit = J W/ = M(max.). 

Reckoning the change of inclination from the middle to one 
end, we have for the area a triangle of area h.\l^ and 

ton. t = J- .X.yfl.Xlz=^^. 
EI * * 16 EI 

Remembering that the horizontal distance from the centre of 
gravity is to be measured towards the opening of the angle 
between the tangent and the beam, we find 

16 EI • 48 EI 

95. 5th, Beam supported at Both Ends, and uniformly 
loaded with w I — The equilibrium curve, Fig. 44, will be the 
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well-known parabola. The tangent at one end, as explained in 
§ 72, will cut the middle ordinate prolonged at 2 i from the 
horizontal line : hence 

itol: H = 2ifc; JZ; or H ifc = | w P = M (max.)) 

as has previously been shown. Then from the parabolic area, 
as above explained, we get 

ton. t= -L . 4 ta ? . * . i l=:JSl-. 

The centre of gravity of the semi-segment of the parabola is 
J of ^ Z from the abutment : hence 

It is worthy of notice, that with beams of the same length 
and the same total applied load, under Cases 1, 2, 4, and 5, the 
maximum bending moments are relatively as 1, i, J, and J; 
and the relative strengths are as the reciprocals, 1, 2, 4, and 8. 

96. 6th, Beam supported at Both Ends, canTing a Single 
Weight, distant a from the Right. — This case is represented 
by Fig. 46, and is given as a sample of the flexibility of the 
method, a is greater than J I. The reaction at the left point 

W a 

of support will be -— j— . Then by proportion, as usual, 

^:H==ifc:/ — a; or H jfc = ^ ^ (•^•^°) = M (max.). 

The point where the beam is horizontal is at present unknown ; 
but at that point, which will not be at the weight, is manifestly 
the maximum deflection. Suppose that the point is C, distant 
X from B. The distance which C is below A will be equal to 

H 

=-- multiplied by the area moment of the area in the equilib- 

rium polygon to the left of the dotted line below C. The area 
moment to the riffht of the dotted line multiplied by the same 
quantity will be the deflection of C below B. As the tangent 
at C is horizontal, these two expressions must be equal : hence 
to find the point of maximimi deflection resolves itself into so 
dividing the equilibrium polygon by a vertical line, that the area 
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moment on one side, about the abutment on that side, shall 
equal the similar moment on the other side about its abutment. 

H 

The quantity — — , being constant, will not affect x. 

The dotted line will cut off a trapezoid from the triangle to 
the right of the weight. One of its parallel sides being A, the 
other will be given by the proportion 

a 
and its area wiU be equal to one-half the sum of its two parallel 
sides multiplied by a — a;, the perpendicular distance between 
them : hence the area of the trapezoid is 

By taking moments about F for the triangle F D I, we see that 
DIF.fa — EGF.§a:=:DIGE multipKed by of, the dis- 
tance of centre of gravity from F, or, in symbols, 

i jfc £1=1^ = 1 1- ?!!=£' . x', or 

and the distance of the centre of gravity of the trapezoid from 
A = Z — of: hence, making the area moment of the small 
triangle plus the trapezoid about A equal to the moment of 
the remaining area about B, we have 

Dropping common factors, we get 

x=z^\a (21 — a). 

Substituting this value of a: in the second member of the deflec- 
tion equation (6) from which it was deduced, we see that 
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W( /--a)a(2Z~a) / , .^ . r- 

which expression, when a = |^ Z, reduces to , as in Case 4. 

The slope at B will be 

The slope at A will be obtained similarly. 

97. Beam on Two Supports, but overhanging. — Before 
taking up additional cases of deflection of beams, it may be 
well to discuss the equilibrium polygon for a beam loaded in 
any manner, carried on two supports, and overhanging at one 
end. Let A I, Fig. 48, be the beam supported at A and B, and 
let the weight of the beam be considered as concentrated with 
the additional loads. Draw the stress diagram, 1 2, as in other 
cases. Comn^ence at A', and draw A' C D' E' F' G' F parallel 
to the radiating lines of the stress diagram, the angles occur- 
ring on the verticals let fall from the weigJiU. If the applied 
weights are upon the upper side of the beam, and the reaction 
at B on the lower side, the force through B will not be encoim- 
tered as we first pass across the beam. There will be one line, 
parallel to 0-2, to be added; and we return, as it were, below 
the beam, drawing the line from F to the vertical through B, 
in lie reverse direction. Connect A' and B' by a closing line, 
and the equilibrium polygon is complete. A line through 0, 
parallel to A' B', will divide the load line into the two support- 
ing forces. Pi at A, and P2 at B. 

If we lay oS al below A, equal to Pj, and then construct 
Icde^ &c., as was done in Pig. 4, we shall reach a point b under 
B ; then, laying off P2 upwards from b to 6', we proceed to g i, 
finally closing on the horizontal line when we subtract the last 
weight. Drawing the horizontal line marked H through 0, we 
find the bending moment at any point by multiplying H by the 
ordinate between the equilibrium polygon and the line A' B' or 
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B' r for that point. At K', there being no ordinate, the prod- 
uct is zero : consequently the beam is not bent at K. As we 
pass from K' to B' and F, the ordinate, being below the poly- 
gon, may be called negative. The bending moment is in the 
contrary direction over the portion K I from that existing over 
AK; and it tends to produce convexity on the upper side of 
the beam, reversing the tension and compression in the fibres. 
The point K is called a point of controrfleocure. The curvature 
of the beam is shown to an exaggerated scale by the dotted 
lineALBK 

In case the beam overhangs suflSciently, or is heavily 
weighted on the portion BI, it may be foimd that the line 
from 0, parallel to B'A', cuts the load-line vertical above 1. 
The supporting force at A will then be negative, and the beam 
must be fastened down at that point to prevent its rising. The 
reaction at A will, as a tension in that case, be laid off below 
an \xi place of above it. In case the beam overhangs both 
points of support, we may have two points of contra-flexure ; 
but the overhanging portions may be suflSciently weighted to 
cause convexity upwards over all the intermediate portion, 
when the line corresponding to A' B' will pass entirely below 
the curve, and there will be no points of contra-flexure. If the 
two points of support are brought together into one point, and 
the overhanging portions balance each other, we have a dia- 
gram for each portion akin to Fig. 42. It will now be seen 
why the moment diagrams of Figs. 41 and 42 were drawn on 
the upper side of the horizontal or closing line. 

98. 7t]i, Beam supported and fixed in Direction at Both 
Ends, Weight W in Middle. — The requirement that the beam 
shall be fixed in direction at its ends necessitates that it shall 
be so restrained, by being built into masonry or by the applica- 
tion of certain moments, that the tangent to the curve of the 
bent beam shall remain horizontal at the points of support. 
The equilibriimi polygon for this case will be the two inclined 
lines of the moment diagram of Fig. 46. The beam will be 
horizontal at its middle, by reason of symmetry of loading; 
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and, referring to Fig. 39, we see, that, from the middle of the 
span to the abutment, the total change of inclination in one 
direction must balance that in the other ; or, since the changes 
of inclination are proportional to the ordinates to the closing 
line, we must draw the closing line at such a height abave the 
vertex of the equilibrium polygon, that, from the middle to one 
support, the area remaining within the polygon shall just equal 
the area thus formed without the polygon. Since the two 
halves of the beam are subject to like forces, the closing line 
will be horizontal ; and, if k represents the maximum ordinate 
to the original polygon, it is plain that the line must be drawn 
horizontally, at a distance J k from the vertex, to satisfy the 
prescribed conditions. 

We then get, by proportion, 

iW :H = i^:iZ; or^H^=^WZ = M(max.) 

at either abutment and at the middle, but of contrary signs, as 
shown by the direction of J k. We have points of contra- 
flexure where the closing line cuts the polygon, or at one-fourth 
the span from either end. At these points will be the greatest 
slope, but in opposite directions. Hence 

EI ^ 2 4 64 EI 



tan. 



The deflection of the middle point below either abutment, 
or the height of the abutment above a tangent at the middle 
of the span, will be obtained by taking area moments about 
the abutment, remembering that one area is positive and the 
other negative, inducing deflections in opposite directions. 



64j,j 4 V I « M/ 192 EI 



It will be seen that the bending moments on the middle 
portion of the beam are the same as would be found were 
points of support placed at the points of contra-flexure, and 
the outside portions of the beam removed. 
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99. 8th, Beam fixed at Both Ends, and carrTing a Dis- 
tributed Load. — If we draw the equilibrium curve, a parabola, 

Fig. 47, of depth h = ^-^, as seen in Case 5, whose area is two- 

thirds of the enclosing rectangle, and superimpose on it a 
rectangle whose depth is f A, it is evident, that, the portions 
which cover one another being neglected, the portion of the 
rectangle outside the parabola must be equal in area to the por- 
tion of the parabola outside of the rectangle : hence the clos- 
ing Une is to be drawn horizontally at J i above the vertex 
of the parabola. The bending moment at the abutment is, 
therefore, twice that at the middle of the span; and the latter 
is one-third of the moment which would have existed had the 
beam been simply supported at the ends : hence 

M at abutment = — | . ^w?z=z — -^w P. 
M at middle = J . ^w lrz=-^w P, 

To find the point of contra-flexure, we must find that abscissa 
of the parabola whose ordinate from a tangent at the vertex 
is I" k. Calling the distance of the point of contra-flexure from 
the middle of the span a?, we have 

The point of maximum slope will be at the point of contra- 
flexure ; for, beyond this point, the curve bends the other way. 
The value will then be 

tan, t = — . i- a; . •# a; = -, . _ , . * a; = _- _ . 

EI* ^ 24BI» 72BIy^3 

We may easily obtain the deflection by taking the area 
moments of the original semi-segment of the parabola and of 
the semi-rectangle, or 

100. Qth, Beam fixed at One End, and supported at the 
Other, with a Single 'Weight distant a from Fixed End. — 

The equilibrium polygon for this weight being drawn, Fig. 
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49, and its depth denoted by A, we recall, from Case 6, that 
H A; = — ^ 1^ ■ The position of the closing line is required. 

As there will be no bending moment at the end which is simply 
supported, the closing line will start from that extremity of the 
equilibrium polygon, and meet the vertical dropped from the 
other extremity at a distance to be found, and here denoted by 
y^. As the tangent at the fixed end is horizontal, it will always 
pass through the supported end : hence the simimation of the 
several small deflections from the fixed to the supported end 
must be zero. Or, as the triangle with y^ for its altitude over- 
laps the polygon first drawn, we may say that its area moment 
about the supported end must equal the area moment of the 
original triangle. We have, then. 

The bending nioment at the fixed end is, therefore, 

To determine the point of contra-flexure, we have the condi- 
tion that the ordinate to the original triangle at the distance x 
from the fixed end shall equal the ordinate to the closing line 
at the same point, or 

^a: = ^» (/_.); or g + -^)x = y.; 

a quantity easily computed when a definite example is at- 
tempted. Upon drawing a line in the stress diagram parallel 
to the closing line, the supporting forces will be determined. 
The maximum bending moments of opposite signs occur at 
the weight and the fixed end. The value of the deflection can 
now be calculated, the point where the beam is horizontal being 
found first. 



^ 
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101. 10th, Beam fixed at One End, supported at the Other, 
and uniformly loaded. — Here the curve being a parabola, 
Fig. 50, we superimpose a triangle whose area moment about 
the supported end shall equal that of the parabolic segment, in 
order that the beam may. remain horizontal at the fixed end: 
therefore 

The bending moment at the fixed end is, then, M = — ^. 

o 

The point of contra-flexure is obtained by (see 9th Case) 

Another point of maximum bending moment will be at the 
middle of the small parabolic segment ; that is, at three-eighths 
of the span from the supported end : its value may be proved 
to be 

128 

The beam will be horizontal at the point where the positive 
area cut off on the left of the ordinate equals the negative area. 
The deflection will be measured to such point. The reaction 
at the supported end will he i wL It is not expedient to carry 
out all of these steps in detail here: the method of doing so 
has already been indicated. 

102. Beam of Two Spans ; Special Device. — The last two 
cases might have been treated as beams of two equal spans 
continuous over a pier ; for an equal and symmetrical load on 
each span would have made the beam horizontal over the 
middle support. The treatment would have been exactly the 
same. A method of analyzing the last case is here submitted, 
however, as illustrative of a modified treatment. Suppose that 
a beam of span I carries a uniform load of w per unit of length : 

the deflection at the middle, by Case 6, will be ^^ . ^— . If 
a force from below is applied at the middle of the span, of 
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just the magnitude required to bring this point to its original 
position, on a level with the two ends, the beam will be trans- 
formed to one of two equal spans, each one-half of the original 
amount, and the applied force will be the reaction of the middle 
pier. By Case 4, the deflection from a weight W at the middle 

W P 

of a span is .^ . Putting these two deflections equalto 

one another, we at once obtain W =^wl; or, if the new 
span V =z ^ I, W =: ^ w l\ and the end reactions will each be 
§ w V. If the load line be divided accordingly, the closing lines 
of the equilibrium polygon can be drawn, and all the values of 
Case 10 at once obtained. 



CHAPTER Vn. 



CONTINUOUS TRUSS OF TWO SPANS. 



103. General Principle x>f Continuity. — The fact which 
was brought out in the last chapter, that the area moment of 
the equilibrium polygon is proportional to the deflection of a 
beam or truss, will enable us to deal with continuous trusses 
easily. A truss extending over two spans will first be taken 
up. Suppose that we have a beam, represented in Fig. 51, 
supported on the two abutments A and C, and divided by the 
pier at B into two unequal parts: its own weight is uniformly 
distributed, and it carries, in addition, a uniformly distributed 
load of twice the intensity from C to D, and also from E to F. 
Divide the two spans into convenient parts, equal or unequal 
(here taken equal), and consider the load to be concentrated at 
the points of division. Draw verticals through these points, 
and having constructed the load line and stress diagram, 012, 
draw the equilibrium polygon between 0/ and A' as in previous 
examples. The loads at A and C are neglected, and are repre- 
sented by the portions of the load line which project at 2 and 
1. Since B carries a load, the vertical through B will deter- 
mine one of the angles of the polygon in the same way as any 
other loaded point. 

As no bending moment exists at A, the desired closing line 
A' B' must start from A', and similarly C B' is drawn through 
' Of. We know that B' must lie below the curve ; for we have a 
negative moment of flexure over B ; that is^ a moment which 
makes the beam convex on the upper side. We usually have 
two points of contra-flexure where A'B' and C'B' cut the 

317 
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curve. Some condition is necessary to limit the position of B', 
since there is manifestly but one correct value for the moment 
of flexure over the pier for a given position of the load. 

104. Abntment Deflections. — From the demonstration in 
regard to deflection which has gone before, it may be seen that 
the vertical displacement of a point D, Fig. 61, in a beam under 
flexure', in reference to some point, such as C, as origin, and 
from a tangent C L to the beam at that origin, depends upon 
the successive changes of inclination between the two points, 
and the distances from the point D at which they occur, regard 
being paid to the direction of the change of inclination. Then, 
as each change of inclination is proportional to the ordinate to 
the equilibrium polygon, the deflection of a point from a tan- 
gent through the origin is proportional to the summation of the 
products of each ordinate into its distance from the point in 
question. As the summation of these products is the same 
thing as the area between C and D' multiplied by the distance 
of its centre of gravity horizontally from D', which we have 
styled an area moment^ the deflection of D from the tangent 
through C is proportional to the area C D' multiplied by the 
horizontal distance of its centre of gravity from D'. If, then, 
C L is the tangent through C, the deflections or vertical dis- 
tances of the points B and A from this tangent, or B K and 
A L, will be proportional to the proper area moments, and the 
closing lines to B' must be so drawn as to satisfy this condition. 
From the similarity of triangles, BK and AL are proportional 
to B C and A C, two known quantities. 

We may, with advantage, by drawing a tangent M B N to 
the beam at the pier B, obtain a relation of area moments more 
easily remembered and used. It is evident that N" C : M A == 
B C : B A. From the preceding reasoning, denoting the centres 
of gravity of the respective areas by a, 6, ^, and dt, and taking 
the distances towards the opening of the angle, we write a 
proportion of area moments 

Area C^ F D\ d Z — area K^ D^ B^ . c Jfc _ C N _B C 
AreaK'B'G'.&A — areaA'FGK.a// AM AB* 
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The deflection M A being on the opposite side of the tangent 
from N C, the similar areas in the above proportion are taken 
with the opposite signs; that is, K'D'B' being reckoned as 
negative in the first term of the proportion, K' B' G' is consid- 
ered positive in the second term ; and so of the others. Or we 
may consider the distances to the right of B plus, and those to 
the left minus. It is evident that there is but one position of B' 
which will satisfy the above condition : for, if B' is carried still 
farther below K', the first term of the proportion is diminished, 
and the second term is increased ; while, if B' is raised, the 
reverse takes place. It will be remembered that area moments 
do not give absolute deflections, but are only proportional to 
them : to obtain actual deflections, the area moments must be 
multiplied by H, and divided by E L As these quantities are 
constant, they disappear from the equation just deduced. If 
the moment of inertia of the beam or truss is variable, its rate 
of variation being known, each ordinate must be changed in 
the due proportion before the areas are computed. Generally I 
is considered to be constant. 

105. Areas and Centres of Oravity. — The areas in ques- 
tion are easily measured. If they are bounded by broken lines, 
as is the case when we deal with concentrated loads, the ordi- 
nates represented by the dotted lines can be scaled and multi- • 
plied by the horizontal distance between them, which is usually 
constant. As a continuous load gives a curve which passes 
through the vertices of the polygon described when the same 
load is concentrated on detached points and the abutments, and 
as uniformly loaded portions have parts of parabolas for their 
equilibrium curves, many of the areas are parabolic segments, 
triangles, and combinations of the two. The centre of gravity 
of a parabolic segment, such as C D' P', is at c?, half way hori- 
zontally between C and D^ The centre of gravity of any 
triangle whose base is vertical is on the ordinate drawn at one- 
third of the horizontal distance from the base to the vertex. 

If we connect C and K' by a straight line, the segmental 
area C'P'K'and the triangle C'K'B'will mutually overlap; 
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SO that C'P'D',(i?-K'D'B'.cAwiU be equal to C'P'K' 
multiplied by the distance of its centre of gravity horizontally 
from C\ minus C K' B' multiplied by two-thirds of the span 
B C. If an area is partly bounded by portions of two different 
parabolas, the common point of the two parabolas where the 
intensity of the load changes may be connected with the 
extreme points of the area, and it will thus be divided into a 
triangle and two paraboUc segments. It may be unnecessary 
to add that any area may be divided into a number of parts, 
the respective centres of gravity found, and then the area 
moments of these parts calculated and combined, with the same 
result as if the area had been treated as a whole. C P' D' is 
bounded by a broken line ; but, as the angles of this line lie on 
a parabola, the centre of gravity of the area is ^till half way 
horizontally between C and D'. 

As, with concentrated loads, areas are made up of trapezoids, 
the following method of finding the centre of gravity of any 
four-sided figure may be convenient when great accuracy is 
desired. Draw the two diagonals a c and b rf, Fig. 63 ; bisect 
one at w, and lay off the short segment ae oi the other at cf. 
Connect / and m, and the centre of gravity of the quadrilateral 
will lie in the line /w, at one-third of its length from 7n, the 
middle point of the diagonal bisected. By reversing the pro- 
cess with the diagonals, bisecting a c, and laying o& de from J, 
another line may be drawn : the centre of gravity will be at its 
intersection with/wz. 

106. Valne of the Pier Ordinate t/o- — The distance K' B' 
may be determined easily, without the necessity of making 
trials to ascertain its value. We will illustrate by a simple 
example : the proof made use of applies to any case. Let a 
beam of two spans, e and c?. Fig. 62, have a single load on each 
span. The equilibrium polygon will be similar to A C D B, 
the one represented. Let us suppose for an instant that there 
is no bending moment over the pier. In that case, drawing 
A I and IB, we should complete our figure, and calling the 
area of the triangle A C I = A, of IDB = B, and the distances 
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of the centres of gravity of these triangles from the verticals 
through A and B respectively a and b, we ought to have, by 
§ 104, if the ends of the beams are on the sifpports, 

— Aa c 

Bb ~'d' 

Since a bending moment over the pier does exist, this equa- 
tion will not be true. Then change the lines A I and I B to 
A E and E B, moving on the vertical a distance I E = y^. 
The area moments on one side are proportioned to the area 
moments on the other as ctod; but the area moments on the 

left are equivalent to 

Aa— AIE . f c, 

f c being the distance of the centre of gravity of A I E from 
the abutment vertical. The area of A I E is j ^ y^. A similar 
relation exists on the right. Therefore we may state our pro- 
portion as follows : — 

— Aa + ^g;/o' f g — g 
Bh — idi/o.id d' 

Every thing here being known except y<„ we obtain the distance 
which in general, as in Fig. 51, B' should be below K', when 
c and d denote the spans, A and B the areas A' F' K' and 
K' p/ c', and a and b the distances to the abutments from their 
respective centres of gravity, — 

3(Aa. </ + Bb.c) _ 3 /Aa_.Bb\ 
^"^ cd(c + d) c + d\ c "^ d J' 

llc = d, yo = 2^,(Aa + Bb). 

There is no failure when the beam happens to be horizontal 
over the pier B ; for then M A and N C are each zero, and there- 
fore area C'P'D' . dl = area K'B'D' . ck, oiWB' G' . bh = 
A'F'G'.ag. 

107. Remarks. — The equilibrium polygons of the two spans 
might be constructed separately, as we should do for detached 
spans ; but in this case we must have the same value of H for 
both polygons, and they must meet at one point on the vertical 
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through the centre pier: therefore, in drawing the polygons, 
we may start from K', or any other point in the pier vertical, 
and work each wdy. Indeed, the polygon might cross a hori- 
zontal line through C\ and can be transferred at any time, if 
desired, to that line, by measuring off ordinates either above 
or below it, so that A'B' and B'C shall coincide with or 
become the horizontal line. The construction of the polygon 
for each span, by a separate stress diagram, will be shown a 
little later in an example of four continuous spans. With 
a symmetrical load on the two spans, we may introduce the 
above value of y^ into, and solve. Cases 9 and 10, §§ 100, 101. 

108. Shear Diagram. — As the bending moments at all 
points are thus determined in Fig. 51, it remains to discuss the 
shear diagram. Upon drawing from two lines, 0-4 and 0-5, 
parallel to B'C and A'B', we shall divide the load line into 
three portions, which are, 1-4 = Pg, the supporting force at C, 
4-5 = P21 tb© supporting force at B, and 5-2 = Pj, the support- 
ing force at A. Lay off Pj = 5-2 at mn; draw the inclined 
lines, as was done in Fig. 6, steeper where the load is more 
intense, striking the vertical under the pier at q; make qr=> 
P2 = 4-5 ; and complete the diagram by reaching « at a dis- 
tance t8 =1 — Pg below t. The ordinates between m t and the 
lines just drawn give the shearing forces at all points, on the 
left of a plane of section and positive when above m t, 

109. Discussion. — If the load is shifted in position, we may 
draw new equilibriufn polygons, and then complete the dia- 
grams ; but, as in the case of a single span, a few diagrams wiU 
suffice, as will be seen presently. 

The beam of Fig. 51, as now loaded, has two points of contra- 
flexure, — at D and G. It may happen, that, when one of the 
spans is much more heavily loaded than the other, the point of 
contra-flexure G', on the shorter span, moving towards the outer 
end, may finally pass off altogether. As G' moves towards A', 
the point 5, where the line parallel to B' A' cuts the load line, 
will approach 3 ; and when G' reaches A', and disappears, 5 wiU 
pass beyond 3. There will still be some slight pressure on the 
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abutment, although the span AB will be convex upward 
throughout its whole extent ; and the end of the beam will not 
rise from the abutment A until it is found necessary, in order 
to satisfy the condition of proportionality of area moments, to 
so draw A' B' that its parallel line 0^ passes entirely outside 
of the end 2 of the load line. As soon as tliis occurs, unless 
the beam is fastened down, it must be treated as one resting on 
two supports, and overhanging at one end, § 97, Fig. 48. 

110. Formnla for Pier Moment for a Continnous Load. — 
If the beam is completely covered with a uniform load, the 
equilibrium curve will be a parabola, and the middle ordinate 

72 

for one span will be, by § 95, q-y=. If Zi and Zg denote the 

o Jd 

two spans, w, and w^ the weight of load on the respective spans 

per unit of length, the formula of § 106 becomes, when we re- 

an 72 

member that the area of the parabolic segment = g-= . f Z, 
or, if M^ = pier moment. 






If li =: I2 and Wi =. W2, we get the result of § 101. 

Since the load on a truss is concentrated at joints, the equilib- 
rium polygon for such a complete load will be inscribed in the 
parabola for the same load continuously distributed as on a 
beam: hence the area of this. polygon will be a little less than 

J^ , the area given above. It follows that the bending mo- 

lZ JlL 

ment over the pier for a continuous truss of two spans, loaded 
at joints, is slightly less than the bending moment by the above 
formula. The original formula for y^, § 106, will give the correct 
ordinate. 

111. Extent of Load to produce Mazimum Moments. — 
In treating a truss of one span, we found, that, since a load at 
any point caused positive bending moments at all points of the 






,♦ 
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span, the maximTim bending moment, and hence the maximum 
chord-stress at every point, would occur when all' possible loads 
were placed on the bridge, or it was covered from end to end. 
An inspection of Fig. 51, just discussed, will show that positive 
and negative bending moments occur in different parts of the 
same span, and that while a load added at any point in the beam 
already subject to positive bending moment will increase the 
bending moment, another weight put on near and to the right 
of B will tend to diminish the negative moment at the point 
of application by causing the point of contra-flexure to move 
nearer K'. 

Suppose that the beam of Fig. 55 carries a single weight only 
on the span B C = 72? at a distance a from C. The equilibrium 
polygon for the span B C will be a triangle, and there will be 
none for the other span. By § 96 we see that k will equal 
Wa(J,-a-)^ ^^^ ^^^^ 
■H h 

Substituting in the equation for y^, § 106, we get 

3 Bb_ 3 Waft' — a')__ifc h + a 



yo = 



li + h k h + k 6H/3 3 Zi + Z, 



If, upon plotting this value of y^^ and drawing the closing 
lines, we find that the weight at a distance a from C causes a 
positive moment over any portion of the beam which has a 
negative moment under a full load, it is evident that the removal 
of this weight will increase the negative moment by just the 
amount of the positive moment thus removed from the particu- 
lar point. The use of this construction will be seen in the 
sequel. 

112. Example. — We will make a practical application of 
this method to a truss of two spans, one of 80 feet, and the 
other of 100 feet, as represented in Fig. 54, continuous over the 
pier. Let each truss weigh 2i tons per panel of ten feet, or 
500 pounds per foot; and let the rolling load be a thousand 
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pounds per foot of one truss, or one ton per foot for the bridge. 
A panel weight for one truss will be maximum 7i tons, mini- 
mum 2^ tons. 

Take 1-2 = 185 tons, the weight of both spans when fully- 
loaded; divide 1-2 into portions of 7i tons, with end portions 
at 1 and 2 of 81 tons at A and C ; assume a point 0, preferably 
opposite the middle of 1-2, and at a distance in this figure of 
60 tons. Since the truss is drawn as 12 J feet high, it will sim- 
ply be necessary to multiply the ordinates to the equilibrium 
polygons by four to obtain the stresses in the chords ; and this 
can be done, without multiplication, by measuring the ordinates 
by the proper scale, thus converting the moment diagram into a 
chord-stress diagram at once. Leave out of consideration the 
end portions of 31 tons, which come directly upon the abut- 
ments, and, commencing at A', draw the polygon A' M 0/ par- 
allel to the several lines connecting with the points of 
division of the load line. Only the extreme lines radiating 
from are drawn in the figure, as the remainder would con- 
fuse it, and tend to render the position of the point uncer- 
tain. As we know that the middle ordinate of A must be 

-2-2| — 2^ = 18i feet, the remaining ordinates will be easily 

calculated, 18, 15 J, 12, and 6 J feet: hence, summing all of the 
ordinates, and multiplying by the constant panel length 10 feet, 
we get A = 1287.5. The other area may be obtained similarly. 
Scaling from a diagram of reasonable size will answer as well. 
Now calculate M B' by the formula for y^, § 106, by which 

3 /1237.5 X 50 , 630 X 40\ __ 1 /ftio-TK i qikn iKKftxx 

roT+so \ 100 + —80—; = 60 (^^^-^^ + ^^^> = ^^-^^ ^^ 

(The formula for a continuouB load, deduced in § 110, would give 

MB^ = ^= f • 8Q^ + f ; IQO' =15.75 ft 
50 50 . 8 (80 + 100) 

The previous value is the correct one.) 

Laying off M B' = 15.56 feet, draw A' B' and B' G'. The 
figure A' M C B' encloses the ordinates for bending moment 



MB' = 
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when both spans are fully loaded. Draw 0-3 and 0-4 parallel 
to A' B' and B' C; lay off 2-3 upwards at a rf, and 4-1 down- 
wards at <?c; draw dfat an inclination of 7i tons to a panel; 
make fff equal to 3-4; and draw ff e nt the same inclination: 
it should close on the point e, just plotted. The figure 
a df g e cb a encloses the ordinates for shearing force when 
both spans are fully loaded. These statements follow from the 
investigations of single spans. 

113. Load on One Span only. — Remove .all of the rolling 
load from B C, including in this figure the load on B : the load 
line will extend from 2 to 5, and the extreme radiating lines are 
again shown by full lines. Use the equilibriurft polygon A' M, 
and add the part from M to G'\ As the load on B C is one- 
third of its former amount, B will now be .210, and the other 
quantities will be unchanged: hence the pier ordinate will be 

M B" = JL (618.76 + 105) = 12.06 ft 

Plot this value ; draw A' B'' and B^' C. Find anew the sup- 
porting forces ; lay off a A upwards ; draw h i at an inclination 
of 7i tons to a panel ; make i I equal the pier reaction plus one- 
half panel weight of moving load, or 2i tons ; draw Z A at an 
inclination of 2 J tons per panel, closing with h c for the abut- 
ment reaction at C. The half-panel weight of moving load is 
added at i, because the entire travelling load was removed from 
B, and the real diagram would have been made by a line, shown 
in the figure, at an inclination of 2 J tons per panel, meeting i h in 
the middle of the first panel from the pier. It is easier to draw 
the complete line h i; and no error will arise, as the shear ordi- 
nates are measured in the middle of each panel. If the two 
abutment reactions are plotted first, we need pay no heed to 
the half-panel weight of rolling-load on B, as the two inclined 
lines for shear will intercept between them on the pier vertical 
the proper reaction plus the half-weight. 

114. Load again shifted. — If the remaining portion of the 
rolling load is removed, uncovering the span AB, the load 
line will be reduced to 6-6. As the part C M of the equilib- 
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riiim polygon applies to the second span, add the portion 
M A!\ and, finding the point W^ complete the figure : M B''^' 
will be in this case exactly one-third of M B', because that is 
the ratio of the two loads. The lines limiting the ordinates in 
the diagram of shearing force will hQ mn and p q. The poly- 
gon A'' M C will represent the case of the shorter span covered 
with the rolling load, including the point B, and the longer 
span unloaded ; and, as the value of M B'^' will now be 

yo = ^ (206.25 + 315) = 8.69 ft, 

we draw A''B''' and B'^'C, find the supporting forces, and 
thence the lines r 8 and u t. (See the closing remark of § 113.) 

Each one of the equilibrium polygons might be drawn inde- 
pendently; but by the method here carried out, of passing 
them all through a common point M, two complete polygons 
suffice for four different positions of moving load; and, in any 
case of trusses with horizontal chords, but little need be added 
to these polygons to determine the maximum chord-stresses. 
The two polygons might have passed through M without coin- 
ciding for one panel, as in this figure ; in which case B \70uld 
probably have been relieved of one- half of its rolling load when 
one span was unloaded. Some readers may prefer such a treat- 
ment ; but we should then require new divisions of the load 
line, in place of using the original divisions as here. It is evi- 
dent that the presence of a load at B, or its absence from that 
point, can in no way affect the bending moments. -^Jt 

115. Discussion of Results. — A little study of the poly- 
gons for bending moment will show, that, for the given inten- 
sities of load, all possible polygons, if drawn to pass through 
M, will lie between M A' and M A'' on one side, and M C and 
M C on the other ; also that the maximum bending moment 
which tends to make the truss concave on the upper side occurs 
when one span is fuUi/ loaded, the other being at the same time 
without travelling load. This fact might be anticipated, since 
tlie addition of a load on one span will tend to increase the 
deflection of all points on that span, and to diminish the deflec- 
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tioii of all points on the other span. The maximum bending 
moment over the pier will occur when both spans are completely 
loaded, for every increment of load adds to such negative 
moment ; and its value will, therefore, be H . M B'. This mo- 
ment will give tension in the top chord, and compression in 
the bottom chord, at that section. Conversely, M B'''' must be 
the shortest ordinate, as the polygon to which it relates repre- 
sents the lightest possible load. All values of y^ will, therefore, 
Ue between M B' and M B^'^ 

As A' M C and A" M C" are the limiting polygons, they give 
the extreme deviations of the points of contra-flexure ; and from 
the positions of these points can readily be determined the 
portion of each chord subject to tension alone, to compression 
alone, and the portion which must be adapted to withstand 
either stress as the load shifts its position. It will be noticed 
that the point of contra-flexure for the hundred-foot span shifts 
from the second panel from B, when only that span carries 
the moving load, to the fourth panel from B when only the 
other span is fully loaded; while, for the eighty-foot span, 
the point of contra-flexure shifts from the second panel from 
B to the seventh panel from B under similar variations of load. 
The influence of the longer span on the shorter is very marked, 
as, when the longer one is fully loaded, the unloaded span 
presses at C with only the weight represented hy ch. A check 
on the accuracy of construction is found in the fact, that, when 
both spans are loaded and both unloaded, the points of contra- 
flexure occur at the same place. 

116. Length of Chord under each Kind of Stress. — Since 
there is always a negative bending moment at the fir%t joint on 
either side of the pier, we shall find, when we take moments at 
that joint of the bottom chord and again at. the first joint in 
the top chord, that the first panel of the top chord will always 
be under tension, and that in the bottom chord the second panel 
from the pier will always be subject to compression. The fine 
line of the figure denotes a tension, and the heavy line a com- 
pression member. The double line on the adjoining portions 
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of either chord signifies that such pieces must be adapted to 
resist both tension and compression. 

When the point of contra-flexure advances to the fourth 
panel from the pier in the hundred-foot truss, there will still 
be a positive bending moment at the joint beyond : hence in 
the bottom chord the fifth panel from the pier will be a tension 
member, and in the top chord the fourth panel from the pier 
will always be in compression. As, in the eighty-foot span, 
the point of contra-flexure may reach the second panel from C, 
the first joint from C will be the only one always under a posi- 
tive bending moment. The supporting force will then be k <?, 
and the shear line k Z, the shear will be of opposite signs in 
the first and second panels, the ties which meet at the common 
joint of the bottom chord for these two panels will be in action, 
and therefore two panels of the top chord will be in compres- 
sion. There will be no corresponding stress in the lower mem- 
ber, as the two tie-braces react against one another. The first 
panel of the bottom chord, of course, has no stress. 

117. Partial Load on One Span. — The polygon M D' on 
the left applies to the case where the span from A to D has 
upon it no moving load. If the polygon C" M E D' is taken, 
the moving load extends from B to Donly; if CM ED' is 
used, the load covers the span B C also. In the first case, the 
required point on the pier vertical is found to be just below 
B''', as seen in the figure ; and, in the second case, a little below 
B''. The dotted lines from C', C, and D' to M, and from E to 
M and D', show the different areas used in finding the values 
of y^. The areas may be scaled or computed, as thought best. 
Upon finding the reactions, we construct yvw and the dotted 
line between qp and k Z, as the lines limiting the ordinates for 
shear when a moving load extends over B D alone ; while xzo 
and the dotted line between t u and e g will determine the shear 
ordinates for a moving load over C D. The inclinations of 
these lines correspond to the intensities of the loads, and the 
inclination changes in the middle of the panel at the head of 
the load. 
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118. Completion of Shear Diagram; Analysis. — The 

greatest pressure on the abutment A occurs when A B is fully 
loaded, and B C carries no moving load. The supporting force 
is then a A, and the shear in the two spans will be given by 
ordinates at the middle of each panel to the lines hi and Ih 
For the reason why ordinates should be measured in the middle 
of each panel, see § 17. If the load extends over both spans, 
the supporting force at A falls to a d^ and we get the shear by 
drawing df and g e. If neither span has any rolling load upon 
it, we find the pressure at A to be am, and then draw mn 
and p q. Finally, if B C alone carries the rolling load, the press- 
ure at A diminishes to ar, and the shear diagram will be com- 
pleted by the lines r 8 and u t 

Again : if the rolling load, at first extending entirely from 
A to C, moves off from the portion A D, the supporting force 
at A diminishes from ad to a x^ and the shear will be given in 
the span AB, as lately stated, by ordinates to the lines xzo; 
the point z occurring in the last lightly-loaded panel D. If the 
rolling load still covers B D, but the load on B C is supposed 
to be removed, the supporting force at A will immediately 
increase to a y, and the bounding lines for the ordinates will 
now he i/vw. In the span B C the inclined dotted line of the 
greater inclination will give the shear for the first arrangement 
of load, and the dotted line of less inclination will limit the 
shear ordinates for the second arrangement of load. As it is 
manifest that h i and m n are the limiting lines for the extreme 
cases of load over A B alone and load upon neither span, and 
as the load may cover any number of panels from one to ten, 
from B towards A, the sets of lines, of which yvw\s one, will, 
for different positions of the load, shift between h i and m n^ 
and the point v, at the head of the load, will move on a 
curved line from the middle of one end panel to the middle 
of the other, in the span AB. At the same time, the line 
for the unloaded span moves parallel to and between hi 
and p q. 

If a load, having covered B C, should then extend from B 
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towards A, we should obtain in a similar manner a curve, 
traced by the point 2, between the lines df and r «, from middle 
to middle of end panels. As the ordinates to this curve above 
the line ah are less than those to Avw, the latter line only 
need be drawn. Therefore, for a load advancing from B, the 
ordinates to At; w at the middle of each panel determine the 
maximum shear of this kind. Although this curve is not 
exactly a parabola, the construction of § 20 will give a curve 
which comes very close to the actual one, agreeing at the ends, 
and giving shear ordinates slightly in excess of the truth at the 
middle portion of the span. As the shear curve extends be- 
tween the middle ordinates of the first and last panels of the 
span, set off the half-panel from A and w, and then divide the 
remaining portion of each tangent, up to their common inter- 
section, into a number of equal parts one less than the number 
of panels in the span. The divisions are marked in this figure 
from p to t. While the small error is on the side of safety, the 
amount which the constructed curve passes outside of the true 
point V will indicate the magnitude of the greatest deviation; 
and the curve can then be corrected by setting in, towards its 
tangents, as is usual in corrections, according to the square of 
the distance. The allowance can be easily made by the eye, 
and is seldom large enough to be of practical importance. In 
any case, by placing a load on half of the span, and deter- 
mining a point similar to v, the curve can be located with all 
desired accuracy. 

If a rolling load advances from A, the span B C being 
unloaded, the pressure at A increases from a m to a A, and the 
different limiting lines for shear will move between A i and mn ; 
but as the inclinations of the lines which correspond to yv and 
V w will be reversed, since A D now is loaded, and D B is not, 
the point j at the angle will, like v, trace a curve from the 
middle of the panel near m to the one near i of the opposite 
curvature. If^ again, B C is loaded, and a load advances from 
A towards B, the curve drawn in the figure from r to / wiU 
be described. As the latter curve includes the former, it 
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is the only one required. While the load is shifted as just 
described, the line for the other span vibrates between the 
parallels h I and pqin the one case, ox tu and eg in the other. 

The shear-curves hvn and rjf limit all the ordinates for 
shearing force in the span A B for every position of moving 
load ; the portion of the curve A v w, which lies above a 6, giving 
the maximum shearing stress upwards on the left of any sec- 
tion, and calling for diagonals all sloping one way from A to 
the panel over v. The truss of the figure has ties. The part 
of rjf which lies below a h gives the maximum downward 
shear on the left of a section, and requires braces from B to 
the third panel from A, as shown, with an inclination in 
the opposite direction. A similar construction supplies the 
required shear-curves for the span B C ; and, because the spans 
are dissimilar, all four curves must be drawn, and all possible 
movements of the traveUmg load are then provided for. While 
some may think that a rolling load* will never take all of the 
positions assumed above, we repeat that the worst possible com- 
binations are provided for. It will be seen how the counter- 
bracing is shifted from the middle of the spans towards the 
free ends. The stresses in the diagonals can now be obtained 
by drawing lines parallel to those pieces, as in Fig. 11. 

119. Remarks. — The desire to have the diagrams clear, 
while they are on so small a scale, forbids the drawing of many 
equilibrium polygons and lines of shear for various positions 
of the moving load ; but if the reader will construct a diagram 
for himself, with the load shifted, panel by panel, for a few 
panels, he will be able thoroughly to assure himself of the 
truth of the statements here made as to the limiting values of 
bending moment and shearing force. As the truss has parallel 
chords, it is just as easy to have the ordinates to the equilibrium 
polygon represent chord-stresses as bending moments. It will 
only be necessary that the middle ordinate at E, for instance, 

W" I 

to the dotted line M A', shall equal , , as explained in 

o k 
§ 28, and similarly for the other span. 
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120. Checks on the Accuracy of Diagrams. — There are 
several tests for proving the accuracy of a set of diagrams. 
The shear for a particular load should always change its sign 
at the point where the bending moment for that load is great- 
est : thus, above the point where h i cuts the horizontal line a J, 
will be found, if no error has been made, the maximum ordi- 
nate of the corresponding moment diagram. The two lines 
m n and df must intersect on a 5, as they apply to the cases of 
uniform loads over both spans ; and p q intersects ge on he for 
the same reason. Points of contra-flexure for similar distribu- 
tions of load must agree. The intersection oi ut with p q 
must be vertically under the intersection ot ge with kl^ ox kq 
must equal et; and similarly h d must equal mr; for a certain 
weight on one span will diminish the reaction at the farther 
abutment of the other span a certain definite amount, no matter 

" whether the second span be loaded or unloaded : hence, putting 
the rolling load over the s]pan B C will diminish the reaction at 
A from h to d^ or an equal amount from m to r, depending upon 
whether AB is loaded or unloaded. This last check is an 
excellent one. 

121. Mazixnnm* Negative Momenta — Since the maximum 
negative moments at different joints of these spans occur, with 
one exception, as seen in Fig. 64, when the rolling load is 
removed from the span in which the joint is situated, there is 
only one joint to which the method of § 111, Pig. 65, need be 
applied. At the first joint to the left of pier B it will be seen 
that the maximum negative moment of Fig. 64 is caused by a 
complete load on both of the spans A B and B C The 
removal of such weights of moving load as cause positive 
moments at the joint in question will increase the negative 
moment by the amount of the positive moments removed. In 
applpng the formula of § 111, W = 6 tons, H = 60 tons, 
?2 = 100 ft., ?i = 80 ft., and a = 90 ft., 80 ft., &c., for succes- 
sive joints measured from A. For the first joint on the left of 
B we therefore have, if the load is on that joint, 
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W « (^a - a) 5 X 90 X 10 _ ^ o .. 

* = rs " 50 X 100 - "•" "• 

, y h + a 0.9 . 190 ^ ._ . 

y'> = *^/TT7. = T iTo = ^-^^^^^- 

The vertical distance to the closing line at the first joint will 
be ^jf X 0.475 = 0.4275 feet, and the remaining ordinate is 
k - 0.427 feet = 0.473 feet. 

If the load is on the second joint from B, 

■ 6x80x20 .^.^ , 1.6.180 ^ o^ ^j, 

* = -WlTlOO-- = ^-^ ^*' "^^ 2^^ = T 180 == ^-^ **• 

At the first joint the original ordinate will be I Tc = 0.8 feet, 
and ^ y^ = 0.72 feet. The remaining ordinate = 0.8 — 0.72 = 
0.08- feet. 
For a load on the third joint, 

, 6 X 70 x 30 ■ ,' ■ , 3.1 . 170 . ^^ ^^ 

* = 50x100 = ^-^ ^*" ^'^^^^ = T 180 = ^•^^^^*- 

At the first joint, original ordinate = 0.7 feet, and -^ y^ = 
0.893 feet. The remaining ordinate = 0.7 - 0.893 = - 0.193 
feet. 

It will be unnecessary to proceed any further since this load 
causes a negative moment at the first joint. * Adding the previ- 
ous ordinates f or the first joint, and multiplying by H, we get 

(0.473 + .08) 50 = 27.65 ft. tons ; 

which is the amount of negative bending moment to be added 
to the quantity indicated at the first joint to the left of B, 
Fig. 54. If preferred, the diagrams may be plotted, as at the 
bottom of the figure, to a large scale. 

As the total ordinate just obtained is about one-half foot, 
it is evident that no removal of weights from the span B C will 
increase the ordinate given in the figure at the first joint on 
the right of B for a complete load on both spans sufliciently 
to make it greater than the one indicated for steady load alone 
on B C. 

122. Closing Bemarks. — ^While the full lines in this figure 
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show all of the polygons and diagrams required for a complete 
discussion of a two^pan continuous girder with horizontal 
chords, a truss with curved or inclined chords cannot be ana- 
lyzed without an equilibrium polygon for each position of the 
load, to be combined with the shear diagram, as explained in 
§ 63. Continuous girders are, however, almost always designed 
with a constant height. Where the height varies, it is proper 
that the rate at which such a variation in height changes the 
moment of inertia of the cross-section of the truss should be 
introduced in the process of equating area moments. As such a 
process is simply finding deflections from a tangent at one of 
the pomts of support, I was dropped from the denominator as 
constant. If its rate of variation is assumed, the successive 
ordinates must be lengthened or shortened, as the case may 
be, at that rate, before the area is computed, and its centre of 
gravity found. 

If the two spans are equal, the number of lines becomes less 
as B'' and B'^'wUl coincide, and the shear diagram need be 
drawn for one span only. 



CHAPTER Vm. 

CONTINUOUS TRUSS OF MANY SPANS. 

123. Truss of Four Spans ; General ' Treatment. — From 
the example presented in Fig. 66 we can deduce such expres- 
sions for pier ordinates as will be applicable to any number of 
spans. This figure shows four spans, of eighty feet, one hun- 
dred feet, fifty feet, and forty feet successively, loaded, as repre- 
sented, with a travelling load, from L to M and N to P, of five 
tons per panel, and steady load throughout, from A to E, of 
two tons and a half per panel. To prevent the load line and 
stress diagram from occupying too much space, as well as to 
show the perfect practicabUity of drawing separate moment 
polygons for each span, as we do for single trusses, we have laid 
off the load lines of the longer spans independently, but have 
taken the same value for H in all of the diagrams; and this 
must always be done. The stress diagram for the eighty-foot 
span is 1 2 : the marks of division show the weights on the 
respective panel joints. 

Starting from A', draw the moment polygon for this span 
terminating at B'; from B' draw the moment polygon for 
the hundred-foot span by lines parallel to those which would 
complete the stress diagram 0' 3 4, 3-4 being the load on this 
span, and the polygon ending at C As the last two spans are 
short, draw 6-6 equal to the load on both spans, and then con- 
struct C D' E', as has been done before. Now draw A' B', 
B' C\ C D', and D' E'. Compute the areas between each of 
these straight lines and the respective moment polygons, and 
determine the centre of gravity of each area. Areas belonging 

136 
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to spans which are partially loaded may be divided, as explained 
in § 106. Let the spans, commencing with A B on the left, be 
?a, ?5, let la' Let the areas be represented by A, B, C, and D. Let 
the distance of the centre of gravity of A horizontally, from 
A be a, and from B be a'; let b and b', c and c', d and d', denote 
the similar distances for B, C, and D, from the pier verticals on 
their left and right. 

124. Pier Ordinates. — We now desire to find, in the same 
way as we determined t/^ for two spans, the distances yi, ^29 ^^^ 
ya, or B' F, C G, and D' I, the ordinates at the piers, required 
to complete the diagram for bending moments. In the first 
place imagine that ya, or D' I, is plotted below D', so that the 
pier ordinates are all of one sign. If a tangent is drawn at B 
to the curve which the straight line ABC will assume under 
the given load, we know by §§ 104, 106, that the deflections 
at A and C from the tangent at B are proportional to the 
spans, or 



d 



Similarly for the spans B C and C D when a tangent is drawn 
through C, and for CD and DE in reference to a tangent 
atD, 



Bb— Q k I 



*6 . 



jBbjui yi . JJ^;:zLi yuJA', o 



6 



Co-'\y,.\h'^^y..ih' or __^^_^=?£ 

Upon reducing these' equations, by bringing the unknown 
quantities together, we obtain 

2Ga+«yi+^6y.=6(^+^-); (i) 

lcy. + 2Q, + la)y, =6(^ + ^'). (3) 
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It is evident that (2) is the general equation which applies 
to any pier of a continuous girder, it having been derived for 
the pier at C, and the spans B C and C D being restrained at 
B and D by moments caused by other spans beyond. If, in 
(2), yi equal zero, we have the form of (1) ; if y^ equal zero, 
we get (3) ; if yi and y^ each equal zero, we get the equation 
of § 106 for y, for two spans only. Hence, by beginning with 
an equation like (1), closing with one like (3), and writing 
equations similar to (2) a suflScient number of times to make 
in all one less equation than the number of spans, the required 
equations for the unknown pier moments for any number of 
continuous spans will be obtained. If l^=il^=z l^ &c., the 
equations simplify a little. The simplicity and symmetry of 
the general equation (2) is worth noting. 

125. Solution of Equations. — To show that no difficulty 
exists in the solution of these equations, let us apply them to 
the above case, and, since the second members are known quan- 
tities, denote them by P, Q, and R. Then 

360^1 + 100 ya =P. 

100^1 + 300^3+ 50y3=Q. 

50 ya + 180 ^3 = R. (Multiply 2d equation by 3.6.) 

860 yi + 1080 y^ + 180 tj^ = 3.6 Q. (Subtract 1st and 3d equations.) 
930 ya =3.6Q — P— R. 

_3.6Q — P — R 
^' 930 

Substitute in first equation, and find yi; then in third, and 
find ^3. 

126. Positive Pier Moment. — If the reader will take the 
trouble to make a numerical solution of this example with the 
given intensities and distribution of the load as shown in Fig. 
66, he will meet with one peculiar result, — the value of y^ will 
be found to be minus ; that is, D' I must be measured off from 
iy upwards, and denotes a positive bending moment, the truss 
being concave upwards. There is, therefore, no point of contra- 
flexure in the span D E, and no negative moment over the pier 
D. The truss presses on the pier D, however, to an amount to 



BRIDGJ>TRU3SES. 189 

be found presently. That ^ p.e»u« i. «.aU «ise. W ft, 
fact that the load on the hundred-foot span has a tendency to 
lift the truss from D, and it will be seen that almost all of 
C D is under a negative bending moment. If the point I had 
fallen on the straight line joining G with E', the bridge would 
have been lifted entirely clear of the pier D ; and, if I had come 
above a line from G to E', another solution would have been 
required, with the pier D considered as removed, making C E 
one span ; or else the truss would have required bolting down 
at D. 

127. Shear Diagram. — Having drawn A' F, F G, G I, and 
lE^ draw in the respective stress diagrams lines 0-7, 0'-8, 
0''-9, and O'^-IO, parallel to them, cutting off the supporting 
forces at the several piers arising from each truss, and then 
complete the diagrams for shearing force which are drawn 
below the truss. We see that by drawing the stress diagram 
for each span by itself, as has here been done, we get the sup- 
porting force at any pier common to two spans in two portions, 
one belonging to each span. Thus 7-1 = ap, and 2-7 =/6;. 
8-3 gives b tw, and 4-8 giv<es ff c. The pressure at B is tw 6 -[- bf. 
The pressure at D ia —id + dk ov ik. The shear diagram is 
reduced in scale to save room. 

128. ClapejTTon's Formula for XTnlf orm Loads. — If a beam of uni- 
form cross-section is continuous over several spans, and each span is loaded 
throughout its extent with a load of uniform intensity, such intensity differ- 
ing on different spans, the area of the equilibrium polygon for any ono 

to P 
span, if it is unconnected with the others, will be, by § 95, f Z Jb = , 

IJ U. 

and the horizontal distance of the centre of gravity from either support will 
be \ I. If, then, these values of B b and C c' are substituted in (2), § 124, 
for such a case we get 

Multiplying by H, and remembering that H y = moment at pier = M, we 
have 

Ml /i» + 2 Ms (Zft +Ze) +M3 Zo = i («^6 V + tt'cV). 

The above equation is known as ClapeyrorCs Formula, or the Three-Ma^ 
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merit Theorem, as applied to UDiform loads ou a continuous girder of uniform 
cross-section. From it may be readily deduced the formula for tw^ spans; 
and the remark that concentrated loads give slightly less moments over the 
piers than does the same amount of distributed load applies here also. 

129. Three-Moment Theorem for Single Weight — Referring again 
to the general equation (2), §124, we see that it is concerned with two 
spans only, li, and lc» If, then, a single load is placed on one of these spans, 
it will be interesting to see the form which the equation will assume. Sup- 
pose that a weight W is placed on /J at a distance n l^ from the left pier, 
where n denotes some fraction less than unity. Turning to § 96, or looking 
at Fig. 45, we see, that, for an independent span, the supporting force at the 
right will be n W ; and hence the altitude k of the triangle which represents 
the area B, and whose base is /&, will be found by the proportion 



H 






The centre of gravity of this triangle being found at two-thirds of the dis- 
tance from the vertex on the line which runs thence to the middle point of 
the opposite side, the horizontal distance b = J . -J (1 -|- n) /&. Substituting 
in (2), multiplying by H, and remembering that C = 0, we find that 

Mi/6 + 2Ma(/6 + /c) + Ma^c = n(l — n)(l + n)WZ6* = (n — n«)WV. (1) 

If, on the other hand, the weight is placed on Ic at a distance n /« from 
the left, B will be zero, C will have the same form as B had for the other 
span ; but c') being measured in the other direction, is 

c' = f.i{/c + (l-n)Ze}=i(2-n)/e.- 
hence wo now get 

Mx/5 + 2Ma(Z6 4-Zc) + M8/e = n(l-.n)(2-.n)Wy = 

(2n — 3n»-}-n») W/c'. (2) 
Quite a practicable way to analyze a continuous girder, although rather 
a long process, is by putting a weight at one joint of one span, finding the 
pier moments and reactions at all of the supporting points, then shifting 
the weight to the next joint, repeating the operations, and so on. The worst 
combinations of load for each piece can then be selected from a table giving 
the effect in detail of each weight. The equations for any number of spans 

will become 

MiZi(=0) + 2M3(/i + y + MaZ3 = 



M«Z«4-2M«+i(Z„4-^m+i)+M,»+2?«+i=(2n — 3n« + n»)W/>«+i 
M«+iZ«+i + 2M«+2 (/m+i + ^m+2)+M«+3Z«+2=(w — nO WZ*„+i 
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The equations for the two piers which carry the loaded span will have a 
term in W : all the others will equal zero, the end moments will be zero, 
and there will be one less equation than the number of spans. 

For a continuous girder of a large number of spans, the solution of the 
equations become tedious : the method by undetermined multipliers will, per- 
haps, be the easiest. (We should prefer equations for complete loads, which 
will give all necessary pier moments.) 

130. Piers not on the Same Horizontal Line. — Taking 
up anew the original equation (2), § 124, and multiplying by 
H, we have 

It was shown in §§ 88, 104, that B b was proportional to the 
deflection of one of the points of support of a span from a tan- 
gent to the beam drawn through the other point of support, 

and that the absolute deflection in inches would be —==-=—. If» 

EI 

then, one pier is an amount v vertically below a horizontal line 

through the top of the other pier at which the tangent is drawn, 

so much deflection will not be needed to produce the required 

result when the tangent passes below the horizontal line at that 

pier, and more deflection will be required if the tangent runs 

above the horizontal line : that is, imagining the span to first 

coincide with the inclined tangent, the truss need not be bent 

so much to place the free end on the other pier, if both the pier 

and the end of the span are on the same side of the horizontal 

line, as will be the case when both piers are on a level, or when 

the tangent and the top of the pier are on opposite sides of the 

horizontal line. 

As we must, however, reckon from the horizontal line when 

the deflections are made proportional to the spans, the quantity 

V must be added to the numerator or denominator of the second 

equation of § 124, according as one pier or the other is taken 

as the origin. To make v commensurable with B b and C c', it 

Zj I 

must, as seen above, be multiplied by -^j^- : hence, when intro- 

11 
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duced in (2), § 124, the equation with which the present section 
opens becomes 

where Vj, and Vc denote the distances the piers at the ends of 
the spans Ij, and l^ are below the middle pier. The abovie equa- 
tion is the most general foriji of the Three-Moment Theorem 
for a girder of constant cross-section, on supports at any eleva- 
tions, and loaded in any manner. Generally the piers are 
assumed to be on a level, or rather it is presumed that the wall- 
plates will remain at those elevations at which they were when 
the spans on the false works were first made continuous. A 
small settling of one support will make a serious disturbance of 
the moments, points of contra-flexure, and reactions. This point 
will be investigated later (§ 187). 

131. Example: Three Spans. — It will probably be satis- 
factory to take up a special example, and go through with the 
necessary constructions. Let the iron truss. Fig. 57, of three 
continuous spans, be intended for a railroad bridge : its total 
length is 624 feet from centre to centre of end pins, and the 
spans are 192 feet, 240 feet, and 192 feet successively. The 
dead load is assumed as 1,600 pounds per foot of bridge, and 
the live load as 2,600 pounds per running foot. The panels are 
12 feet long, giving 16 panels for the end spans, and 20 panels 
for the middle span. On one joint of one truss the dead load 
is 4 J tons, the live load 7^ tons ; total, 12 tons. The trusses are 
drawn to a scale of 72 feet to an inch, and the diagrams to a 
scale of 72 tons to an inch. 

The load lines for the middle span and for one end span 
having been drawn as usual, the polygons for bending moment 
are so drawn as to have their terminal points in the same hori- 
zontal line, by which construction we shall diminish errors due, 
to instrumental work, keep the drawing from spreading over 
the sheet, and make two sets of curves suffice for the discus 
sion. The equilibrium polygons of greater depth are drawn 
for live and dead load over the whole span ; those of less depth, 
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for dead load only. As a check on the drawing, apply the cus- 

tomary formula, middle ordinate = ^-^j. Here H = 60 tons : 

o M 

hence 

First span, middle ordinates = 34.56 and D2.16ft. 
Second span, middle ordinates = 54 and 144 ft. 

The two middle ordinates in each span will have the ratio 4J to 
12. The polygons can be constructed by § 28, if desired ; and 
all the ordinates can be easily calculated by the property that 
they are proportional to the product of the two segments into 
which each divides the span. Denoting the areas for full load 
by A, B, and C, and those for light load by A^ B', and C/ we 
have by measurement or calculation (see page 149), 

A = 11,736 sq. ft. A' = 4,401 sq f t. A to A' as 12 to 4|. 

B = 22,992 « B' = 8,622 " 

C= 11,736 « C = 4,401 « 

Since the centres of gravity of the areas are in the verticals 
at the middle of each span, the formulae for pier ordinates 
become 

2(/a + Z&)yi + ^6y3 = 3(A + B) = 864yi + 240y„ 
^&yi + 2(/6 + /c)ya = 3 (B + C)=240yi + 864y,: 

whence, by adding and subtracting, 

^(yi+yO=Tk(A+2B + c) (1) 
4Cs'i-y»)=Th(A— c). (2) 

After substituting the proper values of these areas, the sum of 
the last two equations will determine i/i : their difference will 
give yj. 
For finding maximum moments we may have six cases, as 

follows : — 

1^. All spans loaded. — A = 11736 = C ; B = 22992 : therefore 

yi = ya = 94.37 ft. 

2^. All spans unloaded. — 

7j,z=y,=:^X 94.37 = 35.39 ft. 
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3^. Middle span loaded, end spans unloaded. — A' = 4401 = C; B = 
22992. 

yi = y2 = 74.44 ft. 

4^. End spans loaded, middle span unloaded. — A = 11736 = C; B' = 

8622. 

iji = t/i=: 55.32 ft. Or 94.37 + 35.39 — 74.44 = 55.32. 

5°. First span loaded, second and third spans unloaded. — 

A = 11736, B' = 8622, C = 4401. i Qj, + y,) = 45.36 ; i (yi — y^ = 17.63, 

yi = 62.99 ft.; ^3 = 27.73 ft. 

6°. First and second spans loaded, third span unloaded. — 

A = 11736, B = 22992, C = 4401. \ Q/^ + y-) = 84.40 ; J (y^ — y^ = 17.63, 

yi r= 102.03 ft. ; y^ = 66.77 ft. 

These ordinates are plotted below the respective piers, their 
extremities axe connected by straight lines with the ends of the 
polygons below the abutments, and with each other, as seen in 
Fig. 67, when the moment diagrams for the given distribution 
of load are complete. For convenience of reference, the 
arrangement of loads is marked on each set of lines. By draw- 
ing lines in the stress diagrams parallel to the above-mentioned 
lines we determine the supporting forces, or the abutment and 
pier maximum and minimum ordinates for the shear diagram. 

132. Points of Contra-flezure ; Chord-Stresses. — The 
points of contra-flexure are marked by small circles. For the 
end spans the third case of loading carries these points nearest 
the abutments, and the fourth case brings them nearest to the 
piers. For the middle span the fourth case removes the points 
of contra-flexure altogether, putting the entire top chord into 
tension, and the bottom chord into compression; while the 
sixth case carries one point of contra-flexure nearest a pier, 
thus giving the greatest range of positive moment. It is to be 
remembered, that, the end spans being alike, what is true of one 
is true of the other, and that a reversal of the sixth case will 
carry the points of contra-flexure in the middle span to the 
same distances on the other side of the centre. We can now, 
as in Fig. 64, show the portions of either chord which are liable 
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to one or both stresses. The parallelism of pairs of closing 
lines which cross the middle span is noticeable. 

Those portions of the verticals let fall from the panel joints, 
which are intercepted between the respective equilibrium poly- 
gons and their closing lines, are the distances which alone are 
significant as giving, or being proportional to, the chord-stresses, 
and only the longest one of each kind for each joint is valuable. 
These maximum ordinates have been drawn with full lines, for 
convenience of reference. It will be seen that the greatest 
positive ordinates in the first span are given by A F and the 
greater polygon. The greatest negative ordinate at the pier is 
B L ; and the greatest negative moments for one joint on the 
left and two joints on the right are given by lines from L, and 
by the greater polygons. The remaining negative moments for 
the first span are given by A I and the smaller polygon. In the 
second span, when it alone carries a complete live load, we have 
the greatest positive ordinates for the middle joint and five 
other joints each way from the middle. The sixth and seventh 
joints from the middle on the right will have greater ordinates 
to L Q ; and by symmetry, when the second and third spans are 
loaded, the corresponding joints on the other side of the middle 
will have the same ordinates. The third and fourth joints 
from the pier B will have maximum negative ordinates between 
the smaller polygon and G N : for tine remaining joints to the 
middle the ordinates will be measured to F P. 

133. Joints requiring Special Treatment. — As previously 
stated, one joint to the left of B, and two joints to the right of 
B, have maximum negative moments when loads are on the 
first and second spans : according to §§ 111, 121, since rolling 
load is upon these spans at the time, so many joints must be 
unloaded as will thereby influence favorably the increase of 
negative moments at the above joints. The original formulaa 
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and the calculations may be made from these fonnulse. In that 
case, as the loaded point is in but one span, two of the areas 
equal zero. By reference to § 121, the other quantities are 
easily obtained ; but we may more conveniently avail ourselves 
of equations (1) and (2) of § 129, since they have already 
been deduced. They must, of course, be divided by H to give 
yi and ^g* For a weight of 7^ tons in the first span of our 
example, they become 

864 yi + 240 y, = (n — n») ^ (192)» = 5529.6 (n — n«) 
240yi + 864ya = 0. 

Then 

i(yi+y2) = 2»5(n — nO 

iCyi — ys) =4.43 (n — nO 
yi = 6.93 (n — n"). 

The value of y^ is not needed for the weight on the first span. 
For a weight of 7 J tons on the second span we also get 

864 yi + 240 ya= (2 n — 3 n^ + n^ ^ (240^ = 8640 (2 n — 3 n=4- n») 

a. 

240^1 + 864^3= (n — n») ^ (240^ = 8640 (n-^n^^ 

JUL 

iCyi + yO = 11.74 (n-n*) 

i(yi-y0 = «-92(n-3n» + 2n») 

y, = 18.66 (n — n^) — 13.84 (n" — n'') ; y^ = 4.82 (n — »*) + 13.84 (7V — n»). 

In the first span, for values of n = }g, J-|, ■]-§, and -J§, t/i 
becomes 0.77 feet, 1.39 feet, 1.87 feet, and 2.22 feet. Drawing 
the several triangles for the weight on these successive joints, 
which are given at the bottom of the plate to a much enlarged 
scale, and whose vertices lie in a parabola, as indicated in § 30, 
we see that weights at the first and second joints will give posi- 
tive moments at the first joint, and that these moments must, 
therefore, be added to the negative moment already obtained. 
The calculation of § 121 can be renewed here, if desired. 
Loads on five joints from the pier will have positive moments at 
the second joint; and their moments, added to the negative 
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moment at that joint due to complete load over the first and 
second spans, as shown by the ordinate from U, will make a 
resultant moment greater than the one for load on second span 
only : hence the former moment is the significant one. 

Passing next to the two joints on the right of the first pier, 
we proceed in the same way. For loads on successive joints 
from the pier, ot n = -^^ -^^^ ^^, and ^V? Vi = 0.85 feet, 1.56 feet, 
2.11 feet, and 2.54 feet ; while yg = Q-30 feet, 0.56 feet, 0.88 feet, 
and 1.21 feet. It will then be seen by the figure, or by calcula- 
tion, that the removal of loads from the first two joints will 
increase the negative moment at the first joint, and that the 
removal of foiir loads to the right of pier B will increase the 
negative moment at the second joint of the second span. A 
load at the fifth joint will be found to give a negative moment 
at the second joint ; and hence this investigation proceeds no 
further. All the moments are now obtained, and their amounts 
can be scaled. 

It will be seen that the longest portion of the first span 
under positive bending moment at any time is about a hun- 
dred and sixty feet ; and of the middle span, about a hundred 
and seventy feet. As the portion between two points of no 
bending moment acts, so far as chord-stresses are concerned, as 
if it were an independent span supported at these points, the 
height of the truss may be made twenty feet, nearly correspond- 
ing to one-eighth the span for a single-span truss. By varying 
the relative spans in any example, the distance in each span 
which shall be under positive moment can be brought to an 
equality, or nearly so; and hence a constant height for the 
whole girder may be chosen which shall give chord sections 
approximately alike in all spans. The negative moments at 
the middle of the centre span in this example are quite insigni- 
ficant. Parts exposed to alternating stresses of opposite signs 
should be of heavier section than when called upon to resist 
compression only. As the ratio of H to the height of the truss 
is 2^, the chord-stresses may be obtained from our diagram by 
multiplying the ordinates by this quantity; that is, changing 
the scale. 
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184. Shear Diagram. — The shear diagram can now be drawn 
by laying off the abutment and pier reactions as usual, equal to 
the segments of the load lines cut off by lines parallel to the 
closing lines, and connecting the extremities of the ordinates 
so obtained by the inclined lines seen in the figure. By a simi- 
lar line of reasoning to that employed in constructing the 
diagrams for a tw(«pan truss, the parabolas for maximum shear 
will be plotted upon the lines just referred to, and will answer 
to the combinations of load marked upon them. Some of the 
arrangements may not be probable ones ; as, for instance, that a 
train shall cover A B, and another advance from C upon the 
middle span: but such combinations of parts of a train may 
occur as to render most of these positions possible in some 
localities. Enough shear curves are drawn to enable the 
stresses on all of the verticals and diagonals to be scaled, as the 
remaining web members will be put in by symmetry. The 
middle span will be symmetrical : the counters in the end spans 
will be found to move towards the abutments. 

It has been stated that the shear parabola for a continuous 
girder as constructed on the two inclined lines gave, over 
the middle portion of the span, a stress a little in excess of the 
actual stress as obtained by separate constructions for the 
several partial loads. By drawing one moment diagram for 
each span for a rolling load covering one-half the span, and 
then plotting the special shear diagram for that case* the error 
of the middle ordinate can be found, and the whole error prac- 
tically corrected by moving the curve slightly towards the 
tangents. The ends of the parabolas in the middle of each 
first panel are right. One such construction is carried out in 
the figure, for the middle span, as shown by the dotted moment 
polygon; and the slight error of the usual curve is seen, 
amounting to about a ton and a half at the maximum point, — 
a comparatively insignificant quantity. 

135. Extent of Chord subject to One Stress. — To deter- 
mine how far the stress in a chord will extend when a point of 
contra-flexure occurs in a particular panel, and there are two 
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diagonals in that panel, we must see which diagonal wiU be 
under stress at that time. Thus, in the end span, the point of 
contra-flexure reaches its extreme limit, T, when the middle 
span alone is completely covered with travelling load. The 
shear diagram for the end span wiU then be given by e/, and 
all the ties which slant down to the left will be in action : hence, 
taking moments at the joint to the left of T, we have tension 
in the seventh panel of the bottom chord from A, and compres- 
sion thence to B, and compression in the seventh panel of the 
top chord, counting from the angle, with tension to the right 
of it. 

136. Deflectioii of a Continuous GMrder. — From the inves- 
tigations of Chap. VI., it will be apparent that the deflection 
of a continuous girder under a load may be obtained by the 
method of area moments, as in more simple cases. It will be 
necessary to find the point where the tangent to the curve of 
the beam or truss is horizontal by dividing the moment area 
into two portions by an ordinate so placed that the area moment 
on one side, taken about its abutment, shall equal the moment 
of the area on the other side about that abutment. Either of 
these area moments divided by EI will give the maximum 
deflection. By making use of the original parabola and the 
negative area whose end ordinates are j/i and y^ the desired 
quantities are easily obtained. 

Note to § 131. — Areas may be easily calculated by the formula, Area = 
J h I (l— tsi)' wliere N = No. of panels in span, and k = middle ordi- 
nate. 



CHAPTER IX. 



PARTIALLY-CONTINUOUS TRUSS. 



137. Settlement of Point of Support. — The investigation 
has been founded thus far upon the assumption that the piers 
remain at the same elevations at which they were when the 
spans were joined on the false works, or what would be under- 
stood in an analytical investigation as a horizontal line. The 
trusses would then, if without weight, be without any strain. 
It is possible that one or more of the piers may settle a little, 
sooner or later, and the moments lately found will be disturbed 
by such a change. As the pressures on the points of support 
will be unlike, there may be more compression of one pier than 
of another. It is well to see how much the stresses may be 
altered by the compression of the foundation, or the settlement 
of a pier. 

Let it be assumed that the bearing on the first pier B, Fig. 
57, is lowered one-fourth of an inch. As the formula of § 130, 
which takes account of difference of level in supports, has a 
term involving E I, it will be necessary to find the value of 
these quantities. From the results previously ascertained, the 
average section of either chord in Fig. 67 is taken at 40 square 
inches. The depth of the truss from centre to centre of 
chords is 20 feet = 240 inches. The value of I will then be 
practically 2 X 40 X 120^ = 1,152,000. E may be taken as 
26,000,000. As the units of E and I are pounds and inches, 
the areas A, B, and C, which have heretofore been expressed in 
square feet, may be reduced to square inches by multiplying by 
144. When the tangent is drawn at B, A and will be above 

IfiO 
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the horizontal line through B ; when the tangent is drawn at 
C, B will be below C ; while D is on a level with C. H = 50 
tons = 100,000 lbs. The two equations of condition of § 131, 
modified by the formula of § 130, and divided by H, become 

240y. + 864,. = 3(B + C) + «=-^5^. 

In order to retain the original areas, and to obtain y^ and y, 
in feet as before, it will only be necessary to divide the last term 
of each equation by 144 to make them commensurable with the 
others. The last term of the first equation is, therefore, 

6 X 26,000,000 X 1,152,000 / 1 , .JL_\ — 2437 5 
100,000 X 144 \9,216 "^ 11,520/ ' 

The last term of the second equation becomes 

6 X 26,000,000 X 1,152,000 ^ 1 _ . ^ftq q 
100,000 X 144 " ^ iTfi^ - "^'"^'*•'^• 

Hence we obtain, by addition and subtraction, 

i(y. + yO = 4(A + 2B + C)-(l^ = 0.613) 

It will now be seen that yi is diminished 3.43 feet, and 9/2 is 
increased 2.21 feet, in every case, from the values previously 
obtained by a settlement at B of one-fourth of an inch. 

How seriously the chord-stresses are changed by this small 
displacement of the pier-bearing is easily seen. A few of the 
changes are shown in Fig. 57 by the dotted closing lines, 
marked with accented letters. The points of contra-flexure 
are moved considerably also. As the height of the truss is 
twenty feet, the chord-stresses are increased or diminished two 
tons and a half for every alteration of one foot in the vertical 
ordinate below the particular joint. The supporting forces 
being altered, the shears, and hence the web-stresses, are some- 
what changed also. If there is no reason for expecting a 
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settlement of one pier more than another, the possibUity of a 
movement of either one should be considered. On account of 
the influence of change of level of piers upon the pier moments 
and reactions of a continuous girder, such a system seems best 
adapted to plate girders or heavy lattice riveted girders of 
moderate span. 

138. Partially-Continuous Oirders. — The evil effects of 
settlement may be avoided in two ways, — by the use of what 
we call partially-continuous girders, or by fixing the points of 
contra-flexure by hinges. As to the first method, — 

Let the several spans of a bridge be erected independently, 
and swung clear of the false works; then let the upper and 
lower chords of successive spans be connected over the piers, 
the former by bolts, and the latter by compression-blocks or 
keys. The spans, when free from rolling load, will be subject 
to bending moments as single spans, none existing at points of 
support ; and, when further loaded, the moments from rolling 
load only, computed as for a continuous girder, will be modified 
by the moments from steady load previously existing. If such 
a method is applied to the example of three spans just treated, 
the results in the two cases of continuous and partially-con- 
tinuous girders can be readily compared. It is evident that 
the equations for pier moments must be applied to rolling-load 
polygons alone, the steady load being excluded entirely ; and. 
as the areas for these spans have been carefully computed, it 
will be convenient to use A — A', B — B', and C — C, in place 
of Ay B, and C, for the areas due to rolling load. 

But, as this example has been already worked out, if we note 
that the pier moments for steady load have been taken away 
by our device (which moments, by Case 2, § 131, are 35.39 feet), 
\VQ may subtract this distance from all the values of yi and ^g 
of § 131, and find the new quantities. Fig. 58 shows the 
results : the range of the points of contra-flexure is indicated, 
and the maximum ordinates are shown. The portions of either 
chord subjected to alternating stresses are very much reduced : 
the point of contra-flexure shifts but three panels from the 
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piers in the middle span, and five panels in the end spans. It 
is apparent that the positive moments near the middle of each 
span will be increased by the taking away of the pier moment 
due to steady load, and that the pier moments will all be dimin- 
ished by this amount. The shear diagram for the centre span 
is imchanged; but the shear in the end spans is somewhat 
altered. The maximum negative moments must be investigated 
in the light of § 183. 

There is one point to be especially noticed in finding the pier 
ordinates. The same letters refer to corresponding lines of 
Figs. 57 and 58. In subtracting the ordinate BE or C O of 
Fig. 57 from the remaining pier ordinates, the point N will be 
carried above C, as shown by the dotted line G N of Fig. 58. 
As this position indicates the existence of a positive moment 
at C, we must inquire whether the chords at that pier are 
adapted to resist that moment : if, as is probable, they are not, 
the ordinate at the pier B must be calculated anew for a girder 
of two spans, A B loaded and B C unloaded, remembering that 
the travelling load alone produces the moment at B. Thus was 
obtained B G, giving the closing lines A G and G C, drawn in 
full lines. By adapting the lengths of span to the intensity of 
travelling load it is possible to make the maximum positive and 
negative moments equal, or in any desired ratio. 

Thus far the effect of settlement of piers has not been elimi- 
nated, and the arrangement here suggested would offer no 
advantages. If, however, it is suspected at any time that there 
has been a settlement of any one of the bearings, or to provide 
against such an occurrence, it is only necessary to loosen the 
connections over the piers when the bridge is empty, and to 
bring those pieces again just to a bearing or junction: the 
bridge is then restored to the condition under which it was 
designed. Whether it is practicable to apply such an expedient 
depends upon the supervision the completed structure will 
receive. 

189. Fixing Points of Oontra^flezure by Hinges. — If cer- 
tain points in a girder extending across several spans are 
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hinged, so that no bending moment can exist at such points, 
the closing lines of the moment polygons must always pass 
through the hinges ; and the stresses are at once made definite, 
whether the points of support settle or not, provided that 
enough hinges are supplied to locate the closing lines. A 
notable example of the introduction of this expedient occm^s- 
in the case of the Kentucky-river Bridge on the Cincinnati 
Southern Railway, — a bridge of three spans, of 375 feet each, 
shown in Fig. 59. As the gorge which this structure crosses is 
275 feet deep, the ordinary false works for erection were out 
of the question ; and the spans were built out from each cliflf as 
projecting trusses, anchored back to the rock. The details of 
construction are not in place here ; but suflBce it to say, that, 
while the bridge was necessarily a continuous girder during 
erection, the fact that the two piers were built of iron, and 
might rise and fall some two inches from variations of tempera- 
ture, while the natural rock abutments were unchangeable in 
level, required some expedient to obviate the great changes in 
stress which would otherwise occur. After the structure was 
completed, the connections in the lower chord at E and G were 
severed ; and since the ties are concentrated at D, E, F, and G, 
the trusses were thus hinged on the upper chord-pins at D and 
F. AD is, therefore, an independent truss of 300 feet, sup- 
ported at' D by the truss D F, which overhangs its span B C 75 
feet at each end. The moments and shears in the middle span 
will be influenced by a load on an end span : but the moments 
and shears in the end spans wiU depend entirely upon the 
load on those spans ; that is, the stresses in A D will be those 
of an independent girder. E B is sometimes known as a canti- 
lever. 

The shear diagram for this bridge is not drawn ; but the 
moment polygons are shown, — one for steady load, and the 
other for a complete live and steady load. As D', E', F', and 
G' are known points, the possible combinations of closing lines 
are at once drawn, and the points of contra-flexure shown by 
small circles determined. Under the supposition that trains 
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may at once cover any or all portions of the bridge, we shall 
have, for bridge empty, the closing lines A' I L F^ with points 
of contra-flexure Q and R, For first span loaded we get 
A K L F' when the entire middle span is under negative 
moments; for middle span alone loaded the points P and S 
are determined by A'lLF'; the condition all spans loaded 
fixes V and W by A' K N G' ; and so on. If the bending 
moment at the middle of a single span of 375 feet for a travel- 
ling load which equals the steady load (an equality which is 
practically true for this bridge) be called 100, the maximum 
positive moment at 150 feet from A is about 63, the negative 
moment B' K is 80, and the moment at the middle of B C is 60. 
By reason of the length of the bridge, and the fact that but one 
train will be on the bridge at one time, it is probable that some 
of these combinations will not occur. Of course only the possi- 
ble moments will be considered in working out a design. 

140. Element of Indetermination in Multiple Systems of 
Bracing. — The amount of shear which is found at any section 
of a continuous girder differs from that. which would exist at 
the same section were the particular span independent, by rea- 
son of the influence of weight in one span upon reactions at 
other points. As the amount of vertical force which is thus 
added to or subtracted from the reaction at any point may pass 
across a span which has two or more systems of bracing by a 
choice of paths, the distribution of this portion between the 
different systems is indeterminate. Thus, in Fig. 57, the impo- 
sition of a complete load on the middle span, after the first and 
third spans are loaded, increases the positive shear in the third 
span by the constant amount g A, and diminishes the reaction at 
D by that amount. If there had been two systems of bracing, 
how much of this shear passed through either system would be 
unknown. The amount thus in doubt is not of serious conse- 
quence, the uncertainty being guarded against by a slight 
increase of section. A truss in which the stresses are perfectly 
determinate, exactly as when there are no superfluous pieces, 
is, however, the most satisfactory. 
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141. Weighing the Reactioiis. — It has been suggested that 
the girder may be designed for certain specific supporting forces, 
— either those which theoretically exist at the piers for a given 
load, or such other reactions as may make the maximum chord 
and web stresses what are desired ; and then, upon putting the 
truss in position, that these reactions shall be weighed off to 
the proper amount by a lever or system of levers, and the bear- 
ing points shall then be blocked up until the index of the 
weighing machine returns to zero. For such a method of 
designing it will simply be necessary to lay off the reactions on 
the load line, draw lines from the points of division to the pole, 
and make the respective closing Unes of the moment diagram 
parallel to the lines just drawn. 

142. ConclnBion. — The investigations which have preceded 
have not been conducted with a view to decide what type of 
bridge is the most economical, but to give the applications of 
this graphical method of analysis to such a variety of types, 
that the reader may be able, without diflBculty, to find the 
stresses in any bridge-truss graphically. The advocates of the 
greater economy of continuous girders over single-span trusses 
rest their belief largely upon the reduction in absolute magni- 
tude of the chord-stresses. The web-stresses are considerably 
increased. The weight of the structure can only be arrived at 
after the cross-sections of the pieces have been worked out, 
properly adapted to the stresses to which they are exposed. 
From the fact that a piece subject to reversal of stress requires, 
for equal safety, a larger cross-section than a piece exposed to 
but one kind of stress, or, in other words, a reduction of the 
safe intensity of stress per square inch, and tliat, on account of 
so large a portion of the two chords being liable to these alter- 
nating forces, special work must be put into the construction 
of such parts, a mere comparison of the numerical value of the 
stresses in two bridges, one continuous and the other dis- 
continuous, will afford no good criterion of their relative cost. 
A fraction of a cent more per pound in the cost of executing 
the iron-work of a truss may cause it to be less economical in 
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fii-st cost than a heavier bridge of a more simple design. Plate 
girders of moderate span on very stable supports, and v^ith a 
comparatively large steady load, may well be built as continu- 
ous girders, for the full strength of the flanges and web may 
then be better developed ; but, for skeleton trusses as usually 
built in America, we do not think the principle of perfect con- 
tinuity over the piers is well adapted.^ 

The investigation of continuous girders is especially useful 
as introductory to the following chapter. 

1 For a discussion of these points, see Van Nostrand's Engineering Magazine, 
vol. xv., July to December, 1876 ; also Properties of Continuous Girders, by 
Charles Bender, New York, Van Nostrand, 1876. 



CHAPTER X. 



PIVOT OR DRAW SPANS. 



148. Draw-Spazis. — Following the treatment of the fixed 
spans of a bridge, either continuous or discontinuous over the 
piers, naturally comes the discussion of what is called the dravy 
span. While tliere are several simple ways of opening a small 
portion of a bridge to permit the passage of vessels, the only 
type of draw which requires special investigation is the one 
most commonly built at the present time, often of very large 
proportions, in which the span is capable of being revolved 
horizontally on a pivot or a wheel-ring at its middle, so as to 
open two channels, one on either side of the centre pier. 

If the two parallel trusses of the draw-span are carried on 
the pivot by one cross-bearer, so as to be supported at a single 
point at the pier, the draw, when open, acts as two beams or 
trusses, each fixed and horizontal at one end, with a uniform 
load, arising from its own weight, over its whole extent. The 
two portions are usually, though not necessarily, equal in length, 
and they balance on the pivot ; while the stability is assured by 
the wheels of a wheel-circle, which arrest any tendency to tip 
or cant. A certain amount of play permits the whole weight 
to be carried on the pivot. When the draw is closed, it may be 
elevated at the extremities by cams or wedges, so as to bring a 
greater or less pressure upon the piers ; or it may simply swing 
into place over its wall-plates or seats, without practically 
pressing upon the piers until a travelling load comes upon it ; 
or, finally, it may be so secured by horizontal locking-bolts, that, 
while these bolts do not bring the ends of the draw any more 
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closely in contact with the wall-plates, they prevent one end 
from rising from its seat when the travelling load first comes 
upon the other end. 

144. Draw as Two Single Spazis. — As the truss directly 
supported on the pivot is the simplest design for treatment, we 
will begin by referring to several modifications of this general 
type. 

If the ends of the draw-span when it is closed are raised by 
mechanical means to such a height that the top chord over the 
centre pier is entirely relieved from tension, the two halves of 
the draw will then be independent spans. By making the top 
chord link with an elongated pin-hole, one can readily ascertain 
when no stress is transmitted through the member. So long as 
there is sufficieDt play or slack in the piece in question,, the 
travelling load will also be carried by the two halves of the 
draw as if they were separate spans: hence the bending 
moments and shears for the closed draw will be ascertained as 
in Chap. II.; while the stresses caused by steady load in the 
.open draw will be the same as in other cases, which will be 
treated more in detail presently. If the bending moment over 
the pier due to the steady load was just removed, and the outer 
ends of the draw elevated no farther, the travelling load would 
cause bending moments over the centre pier, and the draw 
would, when closed, come into the class of a partially-continu- 
ous girder of two equal spans, discussed in § 138. 

145. Draw as a Two-Span Continuous Girder. — If the 
pivot-span is, on the other hand, when closed, supported at its 
ends at such an elevation that the moment over the centre pier 
is the same as exists in a continuous girder of two equal spans 
(in which case it is necessary, as seen by §§ 101, 102, that the 
supporting force supplied at each end by cams, hydraulic jacks, 
or otherwise, shall be, when there is no travelling load on the 
draw, three-eighths of the weight of one sparC)^ the draw when 
closed is circumstanced precisely like a continuous girder of 
two equal spans. If, then, we draw our diagrams for two equal, 
continuous spans, as described before, we have only to add the 
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moment polygon and diagram for shearing force for the draw 
open. A consideration of the method given for a beam over- 
hanging at one end will show the construction in this case. 
Here the beam overhangs at both ends, and the two supports 
are united in one, the beam balancing upon it. 

Construct, if it has not already been done, the equilibrium 
polygon for the truss loaded with its own weight. Remember 
that the end joints each carry one-half of a panel weight: there- 
fore, from the points where the polygon cuts the verticals from 
the extreme ends of the span, draw parallels to lines in the 
stress diagram from to the extreme ends of the load line, and 
these lines must cut the vertical under the centre pier in the 
same point. By referring to Fig. 60 we can see that the draw, 
when open, is in the condition of the beam A B C, if the abut- 
ments A and C are removed. The equilibrium polygon will be 
A' E' C, and A' B' and B' C would be tangents to the parabola 
drawn through the vertices of the polygon. The ordinates to 
the polygon thus intercepted will be, when multiplied by H, the 
bending moments at the joints for the open draw. 

For the shear diagram draw lines from the extremities a and 
c of base line for shearing force to points h and /, below and 
above the base line a distance equal to the weight of one span, 
or one-half of the load line, bf being the reaction of the centre 
pier, and equal to the entire weight of the unloaded draw. 
The ordinates at the middle of the panels will show the shear- 
ing force on the left of a section vhen the draw is open. 

The diagrams for this case are thus completed ; that is, these 
lines just described are to be added to the diagrams required 
for two equal continuous spans. When the draw is open, there 
wUl be tension throughout the upper chord, and compression 
throughout the lower chord, and braces will all slope in one 
direction from the centre pier to either end. The stresses 
when the draw is closed, and the direction of the braces 
required, vnil be as stated in Chap. VII. If the supporting 
forces at the ends exceed or fall short of the amoimt before 
stated, three-eighths of the weight of one span, the case 
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requires a different treatment. From the power applied to the 
cam, or jack, the actual amount of reaction may be approxi- 
mated to, and the new state of affairs readily be classed under 
a case soon to be noticed. 

146. Draw balanced on Pivot when closed. — More com- 
monly a draw is screwed up at the centre by shortening the 
top chord link, or raising the pivot, imtil almost or quite the 
entire weight and bearing is upon the pivot, and the ends of 
the truss scarcely do more than touch the bearings on which 
they close, as is shown by the immediate tilting up of one end 
of a draw when a train enters the other end. The draw may 
then practically be considered as poised on the centre when 
bhut and unloaded, with the same stresses as when open. Let 
ABC, Fig. 60, represent the draw closed, balanced on the pivot 
B, and barely in contact with the abutments at A and C. The 
curvature in the figure is exaggerated; but every draw is 
theoretically curved in this way, when supported in the middle, 
and deflected under its own weight, even when it is actually 
straight and horizontal, as is proved by the existing tension in 
the top chord, and compression in the bottom chord; and the 
points A and C can be brought to a level with B only by a 
reversed camber previously produced in the truss. 

147. Action of a Rolling Load. — When a rolling load comes 
on at D, in the sketch below A C, thjQ farther end F rises, the 
truss is carried by two supports, with one end overhanging, 
and the construction of the diagrams will follow the method 
described in § 97. As recently stated in § 145, A' E' C B' is 
the diagram for bending moment of ABC, the draw open, and 
also for the draw closed, but not raised at the ends by cams. 
By drawing T^ D' as the new portion of the polygon required 
by the load T D, we have D' T' E^ C^ as the new equilibrium 
polygon. Any load on D E will not alter the bending moments 
in E F : hence C B' is still one of the closing lines, and B' D' 
must be the other required to complete this diagram. The point 
of contra-flexure is near T'. A line in the stress diagram drawn 
parallel to B'D' will give us the reaction at D, equal to ad; 
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and the Unes dte with fc wUl determine the ordinates for 
shearing force. 

The farther end of the draw will rise still higher as the load 
advances over the first span, and finally reaches the centre pier. 
The progress of the load beyond this point, while it at the same 
time covers' the first span,, will cause F to move down again; 
but the bridge will not touch the bearing on G until the train 
or other moving load has advanced a certain, often a considera- 
ble, distance over the free span, — sometimes more than one- 
fourth of the space from the centre pier. As, when the draw 
touches three points, another method of analysis must be 
applied, the important position to be determined is that of S, 
the front of the rolling load on I K L, when the end L of the 
beam is just forced down to its abutment. 

148. Condition that -Draw shall rest on Three Points. — 
Draw through K a tangent Q K N to the beam at that point. 
When the beam rests on the abutments, the vertical deflections 
at the ends from the tangent at K are N L and Q I. The points 
of support I and L are below the horizontal line R K Q a dis- 
tance R I or O L. If we add I R to Q I, and subtract its equal 
O L from N L, we have a similar proportion to the one deduced 
for a two-span continuous truss ; namely, — 

Deflection N O : deflection QR = K0:KR = 1, orNO = QR. 

Now NL is proportional to the area moment of the span 
K L, as explained in § 104 ; Q I is proportional to the area 
moment of the span K I ; and O L or I R is proportional to the 
original area moment of either span before any rolling load has 
come upon it, or to the area C^ B' E' multiplied by the distance 
of its centre of gravity horizontally from the vertical through 
L. C^tll this area moment Co. The polygon TE'L' being 
drawn, the condition that the end L shall rest upon the abut- 
ment is therefore satisfied when the area moment to the left 
of E' K' plus C c equals the area moment to the right of E' K^ 
minus C c. This equation will determine the position of K', as 
in former cases. 
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To find tlie distance E' K', or y^, for any position of the head 
of the rolling load between S and L : Draw a straight line from 
r to E', and one from E' to U ; call the respective areas between 
these lines and the moment polygon A and B, A being the area 
belonging to the side which is entirely loaded ; and the respec- 
tive distances of their centres of gravity horizontally from V 
and L', a and b ; then by the same course of reasoning* given 
in § 106, and from the relation stated above, we have, letting I 
equal either span, 

Aa — JyoP + Cc = iyoP — Bb — Cc, 
yo = ^(Aa + Bb + 2Cc). 

In the special case now under discussion it must be noted, 
that when we find a point K', satisfying the above condition, 
so placed that a line parallel to the last radiating line in the 
stress diagram to the extremity of the line of loads cuts E' K' 
above K^ the span has risen from the abutment ; for it is neces- 
sary that a parallel to K' JJ shall cut off some portion of the 
load line to give any supporting pressure on L. When one end 
of the span is off the abutment, the head of the load being to 
the left of S, see § 147. If the polygons are drawn as usual in 
these pages, V E' being common to all of the polygons for 
movements of the head of the load from S towards L, we have 
A a and 2 C c constant, as well as the factor outside of the 
parenthesis ; so that for each new position of the load we have 

only to calculate the quantity , and add to the previous 

constant quantity, to obtain y^ = E' K'. 

149. Shear Diagram, and Points of Contra-flexure. — The 

shear is then readily obtained. A load from I to S gives 
the diagram inlsc: when the load extends to L we have the 
symmetrical curve FE'V and the shear diagram auwkvc. 
The increase of rolling load from S to L diminishes the sup- 
porting force at I from aito a w, and manifestly the supporting 
force at I will be a maximum when the span I K alone is cov- 
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ered by the travelling load. Parabolas drawn on the limiting 
lines of the shear diagram will give the maximum ordinates. 
An example will be given in detail soon. 

The points of contra-flexure will be found nearer the ends 
for given loads than in a continuous girder of two spans, as 
might be expected, since the load has first to overcome or 
neutralize the initial negative moments of flexure: conse- 
quently the bending moment over the centre pier is greater 
than in the case of a continuous girder. Most trusses for 
draws have a greater depth at the centre pier than at the ends, 
thus diminishing the chord-stresses near that point below the 
amounts which would exist in a truss with parallel chords and 
with an average height of this draw. If the variation of 
height is expected, by its effect on the moment of inertia at 
successive cross-sections, to seriously influence the deflection, 
the ordinates which make up the moment areas must be changed 
in the ratio of the change of I before the area moments are 
computed for the preceding equation for y^. In ordinary cases, 
the assumption of a constant moment of inertia will lead to no 
serious error. 

150. Draw with Locked Ends. — When the ends of the 
draw are prevented by lockuig bolts from rising from the abut- 
ments, the action will be similar to that produced by hanging 
an additional but variable weight at F, just suflBcient to bring 
F in contact with G. The greatest force will be required at F 
when the rolling load extends from D to E. It is readily seen, 
that, if F must always remain on G, the condition required for 
the previous case, § 148, instead of being limited to loads which 
give a pressure on L, must be satisfied for every position of the 
load from D to F ; that is, we must always have 

yo = ^(Aa-|-Bb-|-2Cc), 

thus determining K'. If, then, the line to be drawn in the 
stress diagram, parallel to K^ L', passes beyond the end of the 
load line, the additional length of load line required to meet it 
will be the upward pull on the bolt at L ; and this pull will 
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increase, commencing with zero for the head of the load at S, 
until the rolling load retires to K, and will then diminish to 
zero again when the load entirely moves off at I. This modifi- 
cation makes the only difference in the treatment of these two 
cases. In the shearing diagram, the amount of stress on the 
locking bolt, being opposed in direction to a supporting press- 
ure, is to be laid off at c upwards or at a downwards, and from 
its extremity will then be drawn a line parallel to and taking 
the place of cf or ab. This pull affects the stresses in all 
portions of the draw, and shifts the points of contra-flexure. 

151. Draw with Ends partially lifted. — Suppose that the 
draw, in place of being circumstanced as in § 146, is raised at 
the ends by cams, or jacks, but that the supporting forces do 
not equal those required by § 145, where A and C are on the 
same level with B. Find, from the known power applied to 
the cams, the amount of supporting force at each end when the 
draw is unloaded; lay off these amounts, each on the proper 
end of the load line, and draw lines from the two points of 
division so obtained to the pole of the stress diagram, usually 
marked 0; construct the inoment polygon for the unloaded 
spans ; and then draw lines from the extremities of the polygon 
to the centre vertical parallel to the lines just drawn in the 
stress diagram. The ordinates so cut off will be the ones 
required to determine the bending moments on the closed and 
unloaded draw, and the area moment on one side (or the 
moments on each side, if not the same, owing to different sup- 
porting forces at the ends) will represent the quantity to be 
used, instead of C c, in the equation for y^. 

The ends of the draw may be raised so as to give a pressure 
of more than three-eighths the weight of one span on each 
abutment. It will then be necessary to determine the amount, 
and proceed by the steps just described. 

152. Remarks on the Preceding Cases. — It is evident that 
the quantity Cc is proportional to the difference of level 
between the centre pier and the end pier, and hence is related 
to the quantity v of the formulae in §§ 91, 130. From the 
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peculiarity of the draw-epan, that it may swing over the abnt- 
ments without pressing upon them when unloaded, this area 
moment is readily ascertained ; and, being of the same form as 
A a, &c., it makes the equation very simple. A general case 
might be made of the difference of level just referred to. If 
A and C are above B, we shall have the last case of § 161. If 
A and C are sufficiently above B, we shall have no pressure on 
B, and hence one single span, unless a tension can be exerted 
at B. If A and C are level with B, C c will equal zero, and 
we have the case of § 145. If A and C are below B, we have 
the cases of §§ 146 and 161. An equation formed from that 
of § 106, by introducing two terms in C c, one for each span, 
will apply to this general discussion, and wiU give us, when the 
spans are equal, the equation of § 148. 

163. Ezample. — To illustrate the principles thus far laid 
down, let us take a draw-span represented in Fig. 61, and find 
the stresses on the different parts under the case of § 160. 
The draw is 240 feet long, making two spans of 120 feet each 
(= Z) divided intotwelve panels of 20 feet each. The height at 
the centre is 26 feet, and at the ends 20 feet. The dead weight 
is assimied at 10 tons per panel of one truss, and the live load 
is also 10 tons per panel. Simple data are taken for brevity, 
and to keep a small figure distinct. To have the moment 
curves well separated, let H = 60 tons. ' The load line 1-2 is 
240 tons, the maximum load ; and is opposite its middle. A 
and C carry 10 tons each, the other joints 20 tons each, when 
loaded. A' M C is the polygon for the fully-loaded draw. 
Through M draw A!^ M C for the draw unloaded : the side of 
the first polygon at M, which is parallel to 0-7, being common 
to both, construct this polygon each way from M, with t^n tons 
per joint, terminating at C and A'' with lines parallel to 0-8 
and 0-9. As five tons, when the draw is free or open, are car- 
ried at A and C, draw from A^' and C the lines A!' B'' and 
C' B'' paraUel to 0-6 and 0-6. The ordinates between A'' M C' 
and A''B''C are proportional to the bending moments at 
different points of the draw open, or closed and unloaded. 
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Calculate the area A" M B'' = C; find the distance of its centre 
of gravity from the vertical through A, and denote it by c. 
(See § 105. As the angles of A'^ M lie in a parabola, c may 
be taken as f A B. By subtracting a parabolic segment from 
a triangle, the centre of gravity of a parabolic spandrel is easUy 
obtained, as above. The small portions by which the polygon 
diBfers from the curve balance about the centre of gravity of 
the segment; and hence, if the area A, bounded by the polygon 
and the straight line connecting its extremities, is computed, 
the exact position of the centre of gravity of the area C, found 
by subtracting this first area from the triangle, is given.) 

Draw a straight line from A' to M, and find A, the included 
area between it and the polygon A' M ; a = ^ A B is the dis- 
tance of its centre of gravity from A : then, since B b = A a 
for a full load, the formula of § 150 becomes simply 

yo = f(iA + jC) = l(2A + 3C). 

Lay this value off at MB'; draw A' B' and B' C\ and thus 
determLue the bending moments for the draw closed and 
loaded. Draw a straight line from C to M ; compute B for 
this side ; and, using A as beforp, find 

A' B'" and C^' B^'', as weU as A'' B''' and C B''\ will give the 
bending moments when one span is loaded, and the other 
unloaded. 

Draw from lines parallel to those which meet at B', B'', and 
B'^', thus finding the supporting forces, and plot them at a, J, 
and c. These reactions will be ae^fo^ and d t?, when both spans 
are loaded ; ak^i a?, and n c, when A B is loaded, and B C un- 
loaded ; al^m «, and ff t?, when the load is upon B C alone. The 
maximiun pressure at A must be a A, and the maximum shear 
on the locking bolt or tension on the abutment is a?. The 
lines a h and I m are inclined at 10 tons' per panel run, and ef 
and k i at 20 tons per panel. The distance a I must equal ekhy 
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§ 120. Parabolas drawn on these tangents as usual, beginning 
in the middle of the first panel from each point of support, will 
complete all necessary lines in the shear diagram. As the two 
halves of the draw are alike, the diagram for one-half is suflB- 
cient. To construct these parabolas, see § 118. 

154. Discussion. — If the draw had parallel chords, the 
diagrams would now be completed ; but, owing to the changes 
of depth, other moment polygons are needed. Those on the 
left span are drawn for loads extending from A to the joint 
whose letter stands at their left extremity ; those on the right, 
for loads extending from B to the joint whose letter is placed 
at their right extremity : by combining these polygons with a 
full load polygon, or an unloaded polygon on the other side, or 
with one another, any variation of loading is obtained. As a 
load on B does not alter the bending moment, the polygon for 
a load which includes P becomes the one from A'. Quite a 
number of pier ordinates have been plotted, after calculating A 
and B as usual ; and enough are given here to show the move- 
ment of the lines. The shears for partial loads can thus be 
obtained directly, if desired ; and the maximum moments can 
be scaled. The statement affixed to the shear parabolas indi- 
cates the loaded portion for the maximum shear in each panel. 

As the load advances from A to B, then, the span B C being 
fully loaded,. we find that the ordinates for the maximum shears 
in the successive panels occur immediately in front of the load, 
and terminate in the points w, v, ^^, &c., of a parabola described 
on the lines Ip and jo/, and ending in the middle of the first 
and last panels. If B C were unloaded^ these ordinates would 
terminate in a parabola drawn on aj and qi; but, as the for- 
mer parabola includes the latter, the former alone is wanted. 
As a load on B A alone will cause a greater reaction at A than 
when B C also is loaded, therefore the increments of load from 
B towards A, while B C is unloaded, wUl give us points on a 
parabola drawn on Ic q and q h. Similar curves might be drawn 
on ^ r and r ^, o r and r n. 

The point of contra-flexiu^e, advancing from the outer end as 
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a load enters upon the draw, will be seen to move no nearer 
the centre pier than the third panel from the end: conse- 
quently K R will always be in tension, G B will always be 
compressed, while D K and A G must be designed to with- 
stand either stress. The maximmn ordinate at any joint being 
readily selected from the figure A' M C^ C B' A'^ and multiplied 
by H, if we divide by the height of the truss at that joint we 
shall have the horizontal stress on that side of the joint not 
touched by the diagonal in action at the time. The horizontal 
component in the inclined chord must be increased in the ratio 
of the actual length of that portion of the chord to the length 
of a panel horizontally, in order to obtain the direct stress. A 
curved piece may be treated as straight between the two joints 
for finding the direct stress : its curvature introduces a separate 
bending moment on the piece itself. 

155. "Web-Stresses. — Finally, to find the stresses in the 
diagonals and verticals, compare § 63, &c. Take, for example, 
the pieces L Q and P Q. The maximum shear in the panel 
L P will be the ordinate from ah to w : lay off this ordinate 
from w to in the lowest figure. This shear will be caused by 
a rolling load from A to L inclusive, together with one from B 
to C : as it is negative, it is plotted downwards. The moment 
polygon is U M C, and the ordinates for bending moment under 
that load at L and P will be V W and P' Q'. Multiply these 
ordinates by H, and divide by L N and P Q respectively ; thus 
obtaining the horizontal stress towards N and the stress in P L. 
Lay off «^ L equal to the latter, and, drawing o Q parallel to 
N Q, make the horizontal distance of Q from o equal to the 
former. Negative shear and negative bending moments turn 
this diagram around, and bring the top chord-stress at the bot- 
tom of the diagram, or the reverse of Fig. 31. If no error has 
been made, Q L, when drawn, will be parallel to Q L of the 
truss, and will give the amount of existing tension ; while the 
line marked P Q, drawn vertically from L, will be the stress in 
the vertical P Q. The remainder of the figure applies to the 
other pieces of the web, as shown by the letters. B R will 
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undergo double the compression shown in the diagram, as it 
resists the action of the inclined pieces in both halves of the 
draw. 

156. Remarks. — A study of the diagrams of Fig. 30, and 
the explanations therewith, will show what modifications would 
be introduced in Fig. 61 by the inclination of the bottom chord, 
the substitution of struts for ties, or of a load on the top chord 
for one on the bottom chord. On account of the existing 
shears and moments, the inclination of the chord, opposed to 
that of Fig. 30, is favorable to the ties. In some examples 
with more numerous panels, joints near the pier may be sub- 
jected to maximum negative moments by partial loads, as 
explained in § 111. If all the polygons are drawn as here, the 
maximum moments can be selected at sight. 

157. Crhanges by Omission of Bolt — Without drawing 
other diagrams, we can determine, by inspection of Fig. 61, 
what changes would be effected in the draw by the removal of 
the. locking bolts, bringing it under the case of § 146. Both 
when the draw is entirely loaded, and when the rolling load is 
altogether removed from the draw, there is no force exerted on 
the bolts. The absence of the bolt will, therefore, make no 
change in the position of B' and B'^ The point ^"\ found 
when one span only is fully loaded, will be situated a little 
nearer M, owing to the omission of the moment over B caused 
by the pull on the bolt multiplied by the span B C. The point 
of contra-flexure will, therefore, come somewhat nearer the cen- 
tre pier ; and, if it gets into the next panel, the extent of chord 
subject to but one kind of stress will be diminished. All the 
values of y^ which would give any pull on the bolt, and which 
correspond to loads on any portion of R S, Fig. 60, will be 
slightly less. 

As luvf is the curve for a load advancing from A whUe 
the other span is fully loaded, and as, under these circum- 
stances, the holding-down bolts cannot be in action, this parabo- 
la will not be changed. When A B, and it alone, is covered 
with a rolling load, the supporting force at A is diminished by 
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the amount of the pull nc on the abutment at the other end. 
Remove the bolt at C, and the point k will now be found to 
have moved farther from e by the amount nc or al: that is, 
to find A, lay o& Ik from a. This increase of supporting force 
at A will affect the shear at all points of the span, when A B is 
loaded, by just this amount ; and therefore k i will move par- 
allel to itself to the new distance from a, just stated. The 
parabola k h will rise to its new lines, increasing the shear in 
panels near A. 

158. Draw of Three Spans. — It is more common to design 
a draw-span with a middle panel, and to carry the trusses on 
two transverse beams or girders which are placed directly 
beneath the joints of this panel. In this construction the open 
draw is supported at two points equidistant from its middle ; 
and, when closed and loaded, the draw may be carried by the 
abutments also, being thus divided into three spans, — two 
usually equal end spans, and one short middle span of the 
length of the middle panel. The transverse beams will rest at 
four equidistant points upon a deep circular girder, which, in 
turn, is either carried by the pivot, or rests directly upon the 
live ring of wheels below the girder. In some cases the attempt 
is made to distribute the weight between the ring and the pivot 
in some desired proportion. We propose to treat in this section 
the case where the draw rests directly upon the wheels. 

We draw, as before, the moment polygon for the unloaded 
draw open, or closed, but not bearing upon the abutments. 
This construction is seen at A' D' T' S', Fig. 62. In any deter- 
mination of the pier ordinates for a partial or complete load, it 
is necessary to Icnow the area moment which indicates the 
difference of level between A and B. Let the span AB = li = 
C D ; the span B C = I2. The draw, when open, has a horizon- 
tal tangent at E, its middle point. If C c is the area moment 
of A' B' S', and D d the area moment of B' S' U' E', both about 
A, we have the 

deflection of A below E = A S is proportional to C c -f- D d| 
« B " E = ST " « D(d--/i): 

« A « B = TA « « Co + D/i. 
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159. Values of Pier Ordinates. — When a load comes upon 
the draw, and the ends are in contact with the abutments, 
either exerting a pressure there, or locked down, we shall have 
the condition of things represented by the lower figure. Upon 
drawing the tangents to the curve of the beam (L N at G, and 
O P at I), and noting that QF = RK = TA, we may write two 
equations for y^ and ^2? ^^^ ordinates at G' and IVreferring to 
§§ 104 and 124 for the general form, and denoting by A a and 
B b the area moments of each span ?i cut off by F' G' and K' V 
as before : — 

NI NI 2y^ + y, j, I,' 

6—^* 

PR_ PK + KR _ Bb — iya^i' + Cc + D/i __/i 

OG OG ^1 + 2^72 k' 

6 ^' 

Clearing of fractions, transposing and factoring, we easily 
deduce 

2(/i + yyi + /2y.=6(^+^ + D), (1) 

hvi + 2 (U + h) 7j, = e (^^^ + 9^ + ^yy (2) 

which equations are very readily solved for any given case. As 
a, b, and c are fractions of ?i, the second members are simple. 
By adding and subtracting, if more convenient, we at once 
obtain the half-simi and half-difference of t/i and ygi 

i(^^ + ^^)=2-TT3i;(¥ + ^ (^> 

G' O' and Y W being thus obtained, the lines F' O' and K' N' 
will determine the moments, the reactions, &c. The polygon 
for the unloaded draw has been added to this diagram. 

160. Special Treatment. — In case the end of the span, for 
instance at K, is not locked down, it may rise when a load 
enters at F. This will be indicated by obtaining a tension in 



BBEDGE-TEUSSES. 173 

place of a pressure for the reaction at K : then K' N' must be 
drawn parallel to the line from the extreme end of the load 
line to the pole, giving an independent value of ^2? which is 
then to be substituted in equation (1) above, and the value of 
?/i at G thus obtained. 

It may rarely happen in some designs, under a very heavy 
travelling load, that, when there is no locking bolt to prevent, a 
load on the span F G may raise the draw, not only from K, but 
also from I. This occurrence will reduce the draw to a truss 
of the span F G, with the portion G K overhanging, § 97. In 
that case the straight line K' N^ referred to in the first para- 
graph of this section, will be continued to the vertical through 
G' ; and any value of y^, obtained as above, which is greater 
than the ordinate intercepted at G^ by this line, cannot exist, 
for tension would then be necessary at K. 

Again : it is plain, that, if F W or f/2 is small enough, O' W 
and N' K' may become one straight line when the lines which 
cut off the reaction at I from the load line coincide, giving a 
pressure of zero. It may be possible, therefore, when locking 
bolts are used, and sometimes when they are not employed, that 
a sufficient load on one span, as F G, may reduce the pressure at 
I to zero, lifting the draw and circular girder from the wheels 
on that side : hence if N', as found by the above equations, falls 
nearer F than a straight line from O'' to K' would locate it, ten- 
sion would be necessary at I to keep the girder on the wheels. 
As this force cannot be supplied, the draw for that given dis- 
tribution of load must be treated as a draw of two unequal 
spans, F G = ?i and G K = Zi + ^2- The equation of § 148 then 
becomes, upon substituting the proper quantities, 

Aa — ^yi/i^ + Cc + D/i ^ h 
Jyi(/i + 4)' — B'b' — Cc — D/i /i + /a' 

in which B^ is the area cut off by a line from K^ to G^ and b' is 
the distance of its centre of gravity from K. From this equa- 
tion is deduced 

3 /Aa , Co . p , B^b^. Co . D /, \ 

^^^2li + h\ k ^ li ^ ^k + lili + ltli + lJ' 
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This ordinate is to be plotted at G' O', and lines drawn from O' 
to F' and K'. The preceding statements indicate when one 
and when another of these equations is applicable. The shear 
diagram can then be constructed, and the case completely 
solved. If the ends are raised by cams, &c., C c is to be found 
from the known reaction, as in § 161. 

161. Circular Girder carried by Pivot; Draw of Two 
Spans with Tipper. — Where the weight on the circular girder 
is transferred directly to the pivot, the wheel-ring is placed 
below the circular girder as usual ; but sufficient clearance is 
allowed between the lower flange of the girder and the wheels 
to prevent any weight from resting upon them when the draw 
is closed. When the draw has swung off from the abutments 
in opening, the wheels will check any extreme oscillation of the 
draw. So far as the truss itself is concerned, it is supported, 
when open, upon two points a centre panel length apart, as in 
the previous case ; and, when closed, upon the abutments, and 
on two points, which, under an unsymmetrical load, change their 
elevations by the rocking or tipping of the circular girder on 
the pivot. These two central points are, consequently, not at a 
constant elevation above the abutments. If Fig. 63 represents 
tliis case, it will be seen that the only point which does not 
change its position on the supposition that the points B and C 
in contact with the beam, in shifting to K and L, move in a 
vertical line, is the point T, midway between and in the straight 
line joining B and C, or K and L. All deflections will be 
referred to this point. (The above supposition is the custom- 
ary one in investigating flexure of beams, that the span is 
unchanged, or the curved line is the same in length as the 
original straight one.) In the beam A D, therefore, we propose 
to use the deflection of A from a horizontal line through B, 
that is, G A or FA — F G, and then to write the usual pro- 
portion for the beam I N, referred to a horizontal line P X 
through T. 

162. First Conditioii for Pier Ordinates. — When the tipper 
B C, which rocks on E, is level, the draw being open, or closed 
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and unloaded, the distance GA will, by the notation of the 
previous section, be proportional to C c + D Zj = deflection of 
abutment below B when B C is horizontal. These areas are 
marked in the figure, A' F' B' = C and F' Q' E' B' = D. In 
endeavoring to determine the two moments or pier ordinates at 
K and L for a partial or complete load, we must establish two 
conditions involving the two unknown quantities. One condi- 
tion is especially simple. As the pivot or fulcrum of the lever 
K L is midway between K and L, it follows that the reactions at 
these two points must be equal to one another. If we suppose, 
for the present, that F K' U W are the desired closing lines, let 
us prolong K^ \J until it meets the verticals from F and N' at Q' 
and U'. Upon drawing lines 0-3, 0-4, and 0-5, in the stress 
diagram, parallel to Y K', K' L', and \J N', the two intercepted 
parts of the load line cut off by these three lines must bo 
equal. If, then, the vertical sides of the two triangles just 
constructed in the stress diagram are equal, and the side 0-4 
parallel to K' \J is common to both, the vertical sides of the 
sunilar triangles TQ'K' and L'U'N', which have Q'K' = 
\J U', must be equal, or T Q' = N' U' : hence K' \J will always 
be drawn parallel to the original closing line VW\ and this 
condition must be satisfied for a draw of two equal spans. If 
the spans are unequal, it follows that F Q' : N' U' = I K : L N. 
As this condition fixes the direction of K'L', it will only be 
necessary to find one ordinate to it at the most convenient 
point to completely solve the problem. 

163. Second Condition for Pier Ordinates. — If lELN 
represents the loaded draw, K and L the rocking supports car- 
ried by O, S the middle point of the heam^ and T the point 
below it in the straight line K L, this point T is above I a dis- 
tance P I, equal to G A, the original deflection of A below B, 
the measure of which was given in the last section. Draw the 
moment polygon FS'N'; cut off the area A by the straight 
line FR', and the area B by the straight line N'V. Let 
FK'L'N' be the desired closing lines; draw FS' and S'N'; 
also draw the vertical S' T. Let area R' F S' = K ; S' V N' = 
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N; R' K' r S' = E; T W S' = T] and denote the distances 
of their respective centres of gravity horizontally from Y and 
N' by the usual small letters. 

Drawing a tangent Q U to the bent beam at S, and a line 
R V parallel to it through T, we have, if P X is the horizontal 
line through T, 

PR = VX, orQI4-IP4-QR = UN — NX — UV. 

Now, IP = NX = GA has been proved proportional to 
Cc + D?i; QR=:UV, being the deflection of K below a tan- 
gent through S, is proportional to E (e — 1{) ; Q I is measured 
by the area moment to the left of S' T^ or A a -f- E k — 
(K k + J R' K\ Zf + E e). A similar expression on the right 
of S'T will measure UN. Substituting these values in the 
above equation, noticing that the areas K aiid N cancel out, 
and remembering to write moments on opposite sides of the 
tangent with opposite signs, we get 

Aa — JR'K'.Zi^ — Be + Cc + D/i + E(o — /0 = 
— Bb + JV'L'. Z,2^pf — cc — D/i — P(f — /i); or 

J(R'K' + V'L0/i'+(E + P)/i = Aa + Bb + 2Cc + 2D/i. 

From the figure we see, that, since R'V is a straight line, 
E + F = i (R'K' + V'LO h^ = S'T.l2 = !/ol2l so that the 
above equation may be written 

|yo^i' + yo/iZ3 = Aa4-Bb + 2Cc + 2DZi, or 
,/ ^ 3 /^a , Bb , 2Cc , 9t^^ 

which is identical with (3) § 159. 

The construction with the tipper or rocking circular girder 
then becomes simply, Make S' T'' equal to y^, draw K' U par- 
allel to T W, and complete the figure with T K' and U W. The 
shear diagram for this load is seen below. 

164. Special Treatment. — When the end of the draw is 
not locked down, all loads on one half of the draw, and even a 
portion extending upon the other half, will cause the unloaded 
end to rise from the abutment. It will then only be necessary 
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to draw a line from that end of the polygon which belongs to 
the free end, parallel to the line from that extreme end of the 
load line to the pole ; and from the point where it cuts the first 
centre pier vertical draw the usual line K'L' parallel to the 
original closing line V N'. See the dotted lines of this diagram. 
Such a construction becomes necessary, if a bolt is not em- 
ployed, as soon as N' L', located by the formula of the last sec- 
tion, determines a tension at N, or, in short, when it falls below 
what would be a tangent at the point N' to a curve drawn 
through the vertices of the moment polygon. 

165. Remarks. — In case the ends of the unloaded draw 
are lifted by known reactions, the value of C is readily ascer- 
tained, and the investigation will then proceed as before. 
Some draws have been designed with the intention that a cer- 
tain portion of the weight on the centre pier should be carried 
by the pivot, and the remainder by the wheel circle. Although 
it is doubtful whether the desired adjustment, if obtained at 
first, is permanent, the last two cases, of a three-span draw and 
a draw with tipper, can be combined. The safer way will be 
to provide for the maximum stresses under either contingency, 
with the probability that the wheel circle will finally carry the 
greater part of the weight. The moment diagrams of the two 
eases can be readily superimposed, as the closing lines for any 
particular load coincide at T', Fig. 63. 

A careful analytical investigation of draw-spans may be 
found in "Continuous, Revolving Drawbridges," by Clemens 
Herschel, Boston, 1875, and an excellent paper on " Tum-Tables 
for Draws," by C, Shaler Smith, in Transactions Amer. Soc. of 
C. E., August, 1874, vol. iii.. No. 4, xcii. It is probably unneces- 
sary to amplify further, or to contrive other methods of support 
or construction. The flexibility of this method of area moments 
has been shown, and any one who understands what precedes 
win have no difficulty in making the application to any special 
modification. The diagrams will resemble in most particulars 
those abeady given in Fig. 61, slightly modified by the double 
pier moments. 
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Maximum Stresses from Concentrated Moving Loads. — 

The figure, Plate X, represents a bridge of 120 feet span, weigh- 
ing 36 tons for one truss, with a live load of wheel weights, as 
marked on the line a Xy at distances noted between the wheels. 

Mark the relative positions of the wheel loads on the horizontal 
line -4 J9, to a scale of feet, placing the first load or wheel wherever 
convenient, and allowing the train to extend indefinitely beyond B. 
Drop verticals from the loaded points ; lay off on the vertical line 
a X the wheel loads in order, to a scale of tons or pounds ; assume 
a pole Oy and proceed to draw the equilibrium polygon AUK for 
this live load only. The portion in advance of the engine will be a 
straight line. 

Now place the truss G K above the train so that the first panel- 
joint B from the abutment C shall be vertically over the forward 
driver. Drop verticals from all the panel- joints to cut the equilib- 
rium polygon, as shown by the full lines, and space off several more 
panel distances by similar lines at each end of the truss. 

The closing line C'K\ vertically below CKy will cut off ordinates 
proportional to the bending moments at all joints for the given live 
load in its given position. As it is easier in the drawing to move 
the span OK than the live load and its accompanying equilibrium 
polygon, imagine the span moved one panel to the left, when A J' 
will be the closing line, and the forward driver will rest at E. The 
other closing lines shown in the figure may now be added, all having 
a constant horizontal projection equal to the span, and cutting off 
ordinates proportional to bending moments at panel-joints, as the 
load traverses the bridge. 

If the curve 1 — 1 is sketched to cut these closing lines at points 
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distant one panel horizontally from their left extremities^ the yertical 
ordinates between the curve 1 — 1 and the equilibrium polygon will 
give all the bending moments at joint D as the train passes^ and it 
is easy to select the maximum value. The maximum ordinate 
comes under a weight, and may be found quickly by scale, or by 
placing the edge of a drafting triangle on that part of 1 — 1 which is 
apparently straight, and then sliding it down until tangent to the 
equilibrium polygon ; the desired ordinate traverses that point. 
Thus we find thp ordinate />', marked with a heavy line, and show- 
ing that the maximum moment at D occurs when the forward driver 
is on that point. 

The curve 2 — 2 cuts the closing lines at points distant horizontally 
two panels from their left extremities, and the maximum ordinate is 
found at E'y showing for the given loads that>the maximum moment 
at E occurs when the middle driver is upon that point. The curves 
3 — 3 and 4 — 4 are drawn for points on the closing lines tlirfie and 
four panel lengths from the end, and the ordinates F' and G' are 
obtained ; hence when the rear driver is on the joint F, and again 
the second wheel under the tender on the joint G^ the train will 
produce maximum moments at these joints. The greiatest chord 
stress, by ordinate G' for the middle joint, is 50 tons when the head 
of the engine is between D and Ey while the position of train shown 
in the sketch, with closing line (7 'X', gives only 45.15 tons for 
middle ordinate and chord-stress. 

The weight of the bridge is more easily treated by itself, and the 
resulting stresses are then added to those arising "from live load, 
although dead and live load may be combined at once. 

The bending moments or chord-stresses from dead load are given 
by the usual parabola below, and can be added to the ones just 
obtained. The chord-stress diagram for live load can be advanta- 
geously drawn to a larger scale on a drawing board. As the pole 
distance was assumed at twenty tons and the height of the truss 
twenty feet, the ordinates D', E', etc., give chord-stresses in this 
case. 

Next, to find the maximum shears in the successive panels : — 
From draw oTcy o j, oi, o h and o g parallel to the respective clos- 
ing lines of the equilibrium polygon which start from K\ J\ I\ 
etc. ; and from the points of division between the first few weights 
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on the load line at a and below, draw horizontal lines to the respec- 
tive verticals, so as to obtain the broken line aimnldy the usual 
line in a shear diagram for concentrated loads. When C K \a the 
closing line, at which time the leading driver ^is at Dyh a will be 
the reaction at C> and any ordinate from the horizontal line k — 1' 
to the broken line will be the resultant shear at the corresponding 
point in the bridge. As the load on (7 Z> is carried by the stringers 
to the points C and Z>, we desire to find the portion which affects 
the brace, in addition to the shear from the loads at D and all 
points to the right of D, The two wheels of the engine truck rest 
in this panel. Draw the ordinate 1' — s under the centre of gravity 
of these two weights ; as they are equal, the ordinate will come half- 
way between them. Project h horizontally to «, where it strikes the 
vertical through D ; and I to c, where it strikes the vertical through 
(7; join e c. Then will 8 f he the portion of the weight b m -h nl 
carried at D ; for 

^ /. J J ^ ^^A *of (b m -\- nl) cf 

8f:cf=eaica, or «/ = ^-^ = -^^ ^ r, — -^ 

•^ *^ ^ *' c a CD 

and (1'—/) +/« or 1' — 8 will be the maximum shear in the first 
brace from rolling load. 

If one does not feel sure that the maximum shear in that brace 
exists when the forward driver rests at i>, the load maybe advanced 
or withdrawn a little, by moving the closing lino C'K' in the re- 
verse direction, finding the new point Jc and horizontal line k — 1', 
moving the verticals under the panel-joints C and D correspond- 
ingly, and drawing c ein its new position. If the forward driver is 
brought into the first panel, the vertical projection ot c e must be 
increased, to cover all the load in the panel. In either case, it will 
be found that more is subtracted from one end of 1' — 8 than is added 
to the other, so that the present construction gives the desired 
maximum shear from live load. The two changes, for movement of 
load two feet either way, are shown by dotted lines. 

Similarly y — 3' will cut off the maximum shear 2' — s in the second 
panel, and 3' — s^ 4' — 8 and 5' — 8 will be the desired shears in the 
third, fourth and fifth panels. A line from «, parallel to the braces, 
will give the stresses in those members, measurements being taken 
to the points on it cut by the horizontals through 1', 2', 3', etc* 

The shear diagram for dead load is given by the usual triangle. 
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and in thia case it is evident that the shear from dead load will, over- 
power that from live load in the sixth panel, so that no ordinate 
above 5' — s is needed. 

Bending Moments on Pins. — If the forces which act at any 
one time, in the pieces assembled upon a pin at a given joint, are 
decomposed into horizontal and vertical, or rectangular components, 
one set of components may be imagined revolved through a right 
angle, and they may then be plotted on two load lines with the same 
ff, and moment polygons may be drawn on the two sides of a hori- 
zontal line which represents the pin. Then can the resultant 
moment at any section, and the maximum naoment, be found by 
constructing a right-angled triangle, whose legs are the two moments 
at the section ; the hypothenuse, when multiplied by H, will 
measure the desired moment. The best arrangement of pieces on 
the pin, and the utility of introducing a middle bearing, if the 
moment would otherwise be large, can then be studied. 

A convenient rule, to be followed as much as possible, is to place 
those pieces in juxtaposition whose stresses tend to balance one 
another. Thus a diagonal should come between the vertical and the 
chord piece which resists its stress. Ohord bars in adjacent panels 
fihould alternate on the pin. 
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